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Bile, Anomalies of gall-bladder and, passages; double gall- 
bladder; floating gall-bladder, 34 

Biliary, Recurrence after operations on, passages, 241; 
Malignancy of, apparatus, 337 

Biochemical investigations on blood and urine; their bear- 
ing on experimental and clinical medicine, 257 

Bipping of “blacksmithing,” 115 

Birth trauma, 375 

Bismuth iodoform petrolatum paste in treatment of 
‘recent wounds, 405 

Bladder, Unusual affections involving deep urethra and, 
82; Modern treatment of, tumors, 82; wounds, 179; 
calculi in infants, 179; Syphilis of, 180; Results of 
treatment of, tumors, 279; Development and perfec- 
tion of interposition operation for prolapse of uterus 
and, 367; Tumors of, 378; Extraction of bullet lodged 
in, by natural route under control of radioscopic 
screen, 379; Dumb-bell stone in diverticulum of 
urinary, 479; Recognition of lesions of male, 479; 
Treatment of, and urethral wounds and of kidney 
and ureter wounds at front and at base, 480; Ex- 
strophy of, and its treatment, 481; Rare type of, ulcer, 
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504 
Bleeding, in pregnancy, 72; Control of, in tonsillectomy, 
186; Diagnostic significance of, from rectum, 432; 
Causes of, during pregnancy; significance and treat- 
ment, 472 
Blood, Retraction of, clots with methods for securing large 
yield of serum, 154; Treatment of secondary anemia 
in infants by, transfusion, 157; Viscosity of, in experi- 
mental anemia, 157; Proteolytic power of normal 
lynuclear leucocytes of circulating, 159; Biochemical 
investigations on, and urine, 257; Analysis of 998 con- 
secutive complete, counts, 259; Transfusion of 


citrated, 261; Relation of spleen to, destruction and 
regeneration and to hemolytic jaundice; influence of 
splenectomy and blood disintegration upon produc- 
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tion of bile pigment, 339; Ratio between urea content 
of urine and, after administration of large quantities 
of urea, 376; sugar in hyperthyroidism, 419; in stools 
in duodenal ulcer, 430; Changes in peripheral, conse- 
quent upon diversion of splenic blood into general 
circulation, 436; Splenomegaly treated by splenectomy 
with report on condition of, and spleen, 437; Treat- 
ment of secondary anemia in infants by, trans- 
fusion, 454; Simple and rapid method for selection 
of suitable donors for transfusion by determination of, 
groups, 455; Transfusion and unmodified, 456; Simple 
technique for demonstration of phagocytic mononu- 
clear cell in peripheral, first report of studies on 
mononuclear cells of blood, 540; Ante-operative and 
postoperative, Counts in non-infective surgical condi- 
tions, 541; transfusion in emergency surgery; sodium 
citrate; indirect method, 542; Transfusion of, by direct 
niethod with observations covering over 40 transfusion 
operations, 542 

Blood-pressure, Low, associated with peptone shock and 
experimental fat embolism, 51; Influence of compres- 
sion and cerebral emboli on, 120; Pulse-rate and, 
observations as aid in treatment of head traumas, 410 

Blood-vessels, Wounds of, of limb, 542 

Blood: See also Embolism, Transfusion, Thrombosis, 
Hemorrhage 

Bodies, Foreign, in bronchi, 125; Shrapnel balls; their 
X-ray characteristics compared with bullets and 
other foreign, 163; Greater certainty in localization 
of foreign, in eye, 164; Four point survey of localiza- 
tion of foreign, without use of X-ray plates, 164 

Boero, Treatment of uterine ruptures during labor by, 
method, 74 

Bone, Depressed nasal deformities corrected by, trans- 
planatation, 21; Surgery of, and joints; open opera- 
tive treatment of fractures; method of arthroplasty in 
ankylosis of elbow-joint, 40; surgery, 41; Anatomical 
routes for operations on long, of upper extremity, 42; 
Congenital absence or defects of, of extremities, 43; 
Juxta-articular, lesions of hip, 134; Patellar, graft in 
excision of knee, 142; Infraction of head of second 
and third metatarsal, 142; Methods and results of 
transplantation of, in repair of defects caused by 
injury or disease, 143; Simplified technique in laminec- 
tomy with description of combined laminectomy and 
spine fixation by, transplant, 150; Osteogenetic action 
of sterilized, plate in cranial prosthetics, 223; Chronic, 
suppurations, 244; Clinical and therapeutic study 
of late, infections consecutive to gunshot wounds, 
245; Value of X-ray to patient, surgeon and railroad in 
injuries where there is or have been, lesion, 263; 
Filling of infected, cavities, 340; Treatment of frac- 
tures of long, 343; Late secondary resection of right 
shoulder; reproduction of 10 cm. of, 344; Studies in, 
regeneration, 360; Simple method of mechanical 
fixation for fracture of long, 408; Results of extensive 
primary subperiosteal removal of, splinters, 534 

Bony, Fragments of, tissue in vitreous body, 85 


Brain, Open-flap method of treating perforating, wounds, ° 


22; Deep abscesses of, secondary to cranial wounds, 
119; Open and closed treatment of gunshot, wounds, 
121; Wounds of skull and, 412; Notes on penetrating 
wounds of, 510; Influence of labor on, development of 
child, 76; Hamangioma of, inoperable by ordinary 
methods treated by boiling water injections and hot 
metal point, 119; cyst following skull fracture, 222; 
Traumatic, lesions, 225; Recovery from compound 
comminuted depressed fracture of frontal bone with 
loss of, substance, 316; Microscopic examination of, of 
two men dead of commotio cerebri without visible 


external injury, 364; Ocular symptoms of, tumor, 
511; Traumatic, surgery, 512; Histopathological 
studies on, abscess, 512 

Breast, Benign tumors of, chronic inflammations and car- 
cinoma, 123; Technique for radical cautery in, cancer, 
123; Hernia of, 229; Cancer of male, 323 

Brilliant green, Wound treatment by, paste, 215 

Bronchi, Foreign bodies in, 125 

Bronchoscopic, New method of working out difficult 
mechanical problems of, foreign body extraction, 230 

Bronchoscopy, Caisson, in lung abscess due to foreign 

ody, 125; and cesophagoscopy, 231; 325 

Bronchus, Rupture of left, from trachea, 26 

Bruck’s sero-chemical test for syphilis; report of 400 cases 
compared with Wassermann reaction, 53 

Burns, Treatment of, by paraffin, 52, 354; Electric, causing 
necrosis of skull, 509 

Bursitis, Pain in arm; subdeltoid, 246 

Buttock, Wide exposure of vascular trynks in, region, 457 


(CACAL, Right-sided position of stomach in inflamma- 

tory conditions in ileo-, region, 333 

Cecum, ‘Diverticulitis of, 237 

Cesarean section, for congenital partial occlusion of 
vagina, 70; Abdominal, indications and technique, 70; 
in primipara followed in next pregnancy by normal 
delivery, 172; Indications for, based on 29 personal 
cases, 172; Description of simple method of perform- 
ing extraperitoneal, 172; Fifty uteri removed at, 274; 
complicated by rupture of uterus, 372; Technique of, 
372; Abdominal, and subtotal hysterectomy for 
contracted pelvis with eclampsia, 472 

Caisson bronchoscopy in lung abscess due to foreign body, 


125 

Calcaneus, Fractures of, considered with regard to their 
end-results, 442 

Calcium sulphide, Experimental study of peritonitis with 
reference to, and iodine and ether in treatment, 426 

Calculi, Bladder, in infants, 179; New method for locating 
small, in kidney at operation, 476 

Calculus, Caution in surgery of suspected renal and 
ureteric, 77; Hematuria in kidney; 176; Vesical, 178; 
Ureteral, removal by intra-ureteral injections of oil, 
178; Large vesical, 280; Salivary, 418; anuria in 
solitary kidney, 476 

Caliper, method of foreign-body localization, 263; Value of, 
in obtaining extension in compound fractures of 
femur, 441 

Cancer, Mesothorium and combination methods in treat- 
ment of, 59; Technique for radical cautery in breast, 
123; of male breast, 323; Primary, of liver in girl of 
eleven years, 130; Relation of induced, immunity to 
tissue growth and tissue degeneration, 150; Handling 
of early and doubtful cases of, 151; Causes of, of 
throat, 186; Surgical treatment of laryngeal, 187; 
Intrinsic, of larynx; tracheothyrotomy; total laryngec- 
tomy, 386; Restoration of gastro-intestinal continuity 
by anticolic gastrojejunostomy following partial 
gastrectomy for, of pyloric end of stomach, 329; 
Morphologic appearance of, clinically cured by 
radium and roentgen ray, 361; of rectum, 433; Results 
of radiotherapy in, 450; Radium application in 
uterine, 468; Influence of pregnancy on development, 
progress and recurrence of, 472; Surgical treatment of, 
549; Lithiasis and kidney, 558 

Carcinoma, of maxillary sinus, 22; of umbilicus, 30; of 
splenic flexure of colon, 33; of larynx treated with 
radium, 87; Benign tumors of breast, chronic in- 
flammation and, 123; Extent of tissue to be excised 
for radical removal of, of stomach, 128; of colon, 239; 
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Uterine, treated by radium, 264; of prostate improved 
technique for radical excision with preservation of 
urinary control, 281; of lateral aberrant thyroid, 320; 
of gall-bladder, 336; Treatment of, of cervix, 366; 
New methods in treatment of, of lower genito-urinary 
tract with radium, 381; Roentgenologic diagnosis of 
primary, of lung, 424; of rectum; excision; trans- 
plantation of sigmoid into perineum; technique of 
operation, 433; Primary, of liver in infancy and 
childhood, 434; Pathogenesis of, 451 

Cardiac, Study of, surgery, 126; projectiles, 126; Func- 
tional disturbances attributable to lesion of, plexus 
and mediastinal nerves in chest wound cases, 423 

Cardiospasm resembling malignant stricture of cesophagus, 
28 

Carotid, Aneurism of internal, artery and its effect upon 


vision, 283; Ligature of innominate artery for trau-° 


matic aneurism of, 457 

Carrel, treatment of wounds applied to civil practice, 
17; method of treating wounds, 112; Results of use 
of, Dakin solution in mouth surgery, 112; Dakin- 
Daufresne treatment, 217; Dakin-, treatment of 
wounds, 313, 504 

Cartilage, Semilunar, fracture-dislocation and fragmenta- 
tion, 38; prosthesis for eye, 184; Reconstitution of 
first phalanx of thumb by, graft, 250; grafts in repair 
of extensive losses of jaw, 412; grafts and loss of 
cranial substance, 414 

Castration, Cell changes in hypophysis of albino rat after, 
256 

Casualty, Treatment of wounds by solution of soap in, 
clearing station, 267; Effects of gassing as seen at, 
clearing station, 461 

Catalase, Effect of pancreatectomy on, content of tissues, 


436 

Cataract, Production of, 571 

Catheterizing, New combination observation, and oper- 
ating cystoscope, 84 

Causalgia, Treatment of, by injection of alcohol into 
nerves, 253 

Causes of abortion, 552 

Cautery, Technique for radical, in breast cancer, 123 

Cavities, Filling of infected bone, 340 

Cerebellar, cyst, 224; Cyst of, fossa, 225 

Cerebral, Ablation of portions of altered, cortex in epilepsy, 
23; Serous encysted meningitis of posterior, fossa; 
operation; recovery, 119; Influence of compression 
and, emboli on blood-pressure, 120; metastases con- 
secutive to primary melanosarcoma of left labium 
majorum, 254; Experimental regional obliteration of, 
vessels, 320; Primary pneumococcic, abscess, 320; 
Ether narcosis in, wounds, 320; Elderwood drains for, 
wounds, 416 

Cerebrospinal, Diagnostic value of examinations of, fluid, 


47 

Cervical, laminectomies, 44; Wounds of, region, 227 

Cervix, Treatment of carcinoma of, 366 

-Chancroid, Treatment of, 181 

Chemistry of transudates and exudates with reference to 
their non-protein nitrogenous constituents, 540 

Chest, Results of treatment of, wounds, 25; Early treat- 
ment of septic pleural effusions consecutive to, 
wounds, 26; Comparison between clinical examination 
and roentgenograms in diseases of, 123; Treatment of 
penetrating, wounds at the front, 126; Surgical treat- 
ment of severe penetrating wounds of, in casualty 
clearing station, 228; Gunshot wounds of, with re- 
tained missiles, 229; Penetrating gunshot wounds of, 
and their treatment, 322; Early operative treatment of 
penetrating gunshot wounds of, 323; Gunshot wounds 


of, 419; Wounds of, as seen at advanced operating 
center, 421; Functional disturbances attributable to 
lesion of cardiac plexus and mediastinal nerves in, 
wound cases, 423; War surgery of, 514; Treatment of 
wounds of, with special reference to infected haemo- 
thorax, 515 

Childbirth, Painless, treated by hyoscine and morphine 
method, 373; Twilight sleep in, 374, 473; Causes of 
death in, maternal mortalities in 100,000 confinements 
at N. Y. Lying-in Hospital, 473 

Children, Gonorrhoea in young male, and its treatment, 


Chlorine, Relative germicidal efficiency of antiseptics of, 
group and acriflavine and other dyes, 312 

Chloroform, Study of, ether and nitrous oxide-oxygen in 
pregnancy and labor, 173; Apparatus for administer- 
ing oxygen with ether and, 407 

Cholecystectomy, 35; Advantage of, in avoidance of 
adhesions in gall-bladder surgery, 131; Indications for, 
and cholecystotomy, 132; versus cholecystotomy, 
336; without drainage, 337; with report of 65 cases 
operated upon for gall-bladder disease, 435 

Cholecystitis with and without gall-stones, 34 

Cholecystotomy, Indications for cholecystectomy and, 
132; Cyolecystectomy versus, 336 

Choledochus, Idiopathic, cyst, 241 

Chondral, Hereditary deformans, dysplasia, 147 

Chylothorax, Report of case of, 422 

Cicatrization, Laws of, of cutaneous wounds, 537; Progress 
of, of war wounds, 538 

Citrated, New cases of transfusion of, blood, 261 

Civil, Application of military surgery to, practice, 460 

Clavicle, Acute osteomyelitis of, 341 

Club-foot, Importance of ligaments of ankle in correction of 
congenital, 43 

Colli, Hygroma, 418 

Colon, Method of resecting transverse, 16; Carcinoma of 
splenic flexure of, 33; Carcinoma of, 239; Diverticulum 
of cesophagus and pseudo-diverticulum of descending, 
521; Gastroptosis and ptosis of transverse, 523; 
Intestinal plicature in affections of ascending, 526 

Complement fixation, test for tuberculosis, 357; Practical 
value of, test for gonorrhoea, 540 

Complications, Elliot’s operation, and unfavorable results, 
484 

Conclusions adopted at third session of Interallied Surgical 
Conference, 268 

Conference, Conclusions adopted at third session of 
Interallied Surgical, 268; Reports of Interallied Sur- 
gical, for study of war wounds, 461 

Confinements, Accidental hemorrhage; 254 cases in 
100,000, 72 

Congenital, Early recognition, treatment, prognosis of, 
dislocation of hip, 40; Importance of ligaments of 
ankle in correction of, club-foot, 43; absence or defects 
of bones of extremities, 43; Casarean section for, 
partial occlusion of vagina, 70; bilateral absence of 
kidneys in pig embryo, 78; dislocation of hip, 139 

Contracture, Contribution to Volkmann’s, 443 

Copper, Albuminate of, as intravenous antiseptic, 218 

Cord, Gunshot injuries of spinal, 44, 45, 149; Hemiplegic 
form of direct shock of cervical, with lesion of eleventh 
cranial pair, 165; Advisability of prostatectomy in 
presence of, lesions, 182; Relation of spinal, to 
spontaneous liberation of epinephrin from adrenals, 
257; and nerve affections causing low back pain, 350; 
Fractures of spine with, and root symptoms, 447 

Coroner’s, Obstetric problems and, office, 266 

Corpus, Hematomata of ovary including, luteum cysts, 
271 
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Counts, Analysis of 998 consecutive complete blood, 259 

Cranial, Deep abscesses of brain secondary to, wounds, 
119; wounds, 317; gunshot wounds in war surgery, 
317; Trepanation in cases of gunshot injury of, vault, 
119; Cicatrization of, wounds from surgical viewpoint, 
414; Cerebral spastic paralysis due to hemorrhage; 
report of, decompression, 120; Hemiplegic form of 
direct shock of cervical cord with lesion of eleventh, 
pair, 165; Appearance of fundus oculi in certain intra-, 
conditions, 183; Osteogenetic action of sterilized bone 
plate in, prosthetics, 223; Roentgen observations of 
pituitary region in intra-, lesions, 227; Haemostasis by 
muscle strip in, surgery, 414; Cartilage grafts and 
loss of, substance, 414 

Craniocerebral, Temperature as valuable guide to diagno- 
sis, prognosis and surgical treatment in, traumatisms, 
118; Primary suture of, gunshot wounds, 415 

Crucial, Operation for repair of, ligaments, 248 

Cycloplegics, Prescribing lenses after use of, 85 

Cyst, Hydatid, of vertebral column, 149; Sarcoma of 
nasal septum; laryngo-epiglottidean, 186; Brain, fol- 
lowing skull fracture, 222; Two cases of cerebellar, 
224; of cerebellar fossa, 225; Idiopathic choledochus, 
241; Hematomata of ovary including corpus luteum, 
271; Hematic, of prostate, 282; Pancreatic, removal 
of three-fourths of pancreas; recovery, 435; Labor 
complicated by dermoid, 555 

Cystitis, Vesicovaginal fistula and calculous, 68; Ex- 
foliative, 476 

Cystocele, uterine prolapse, retroflexion, and rectocele 
repaired by plastic operation upon broad ligaments 
and vagina; fixation of round ligaments and advance- 
ment of anterior vaginal wall; perineorrhaphy, 369 

Cystoscope, New combination observation, catheterizing 
and operating, 84 


AKIN, Results of use of Carrel-, solution in mouth 
surgery, 112; Sterilization by, solution and occurrence 
of secondary hemorrhage, 113; Carrel-, Daufresne 
treatment, 217 

Deafness, Sudden and profound, its significance, 85; 
Changing methods and advances in treatment of 
progressive, from chronic secretory otitis media, 384 

Decalcification consecutive to war traumatisms, 244 

Decapsulation, Acanthosis nigricans following, of kidneys, 
562 

Decompression, Cerebral spastic paralysis due to hemor- 
rhage; report of first 65 cases of cranial, 120; Total 
loss of vision in one eye and partial loss in other 
completely relieved by sellar, operation, 222 

Deformans, Osteitis, 348 

Deformities, Nerve anastomosis in paralytic, 45 

Delivered, Review of recently, cases observed during one 
year, 175 

Deltoid, Pain in arm; sub-, bursitis; clinical types, pathol- 
ogy, and treatment, 246 

Dental, Essentials in, radiography, 57 

Dermoid, cyst of ovary complicating pregnancy, 71; Labor 
complicated by, cyst, 555 

Diabetes, Traumatic lesion of hypophysis; adipose-genital 
syndrome and, insipidus, 226; with reference to 
obstetrics, 374 

Diagnosis, of pituitary disorders, 23; of gall-bladder dis- 
ease, 34; of acute pancreatitis, 35; of acute osteomyeli- 
tis, 38; of focal sepsis, 56; of surgical lesions of kidney 
and ureter, 79; and treatment of certain subacute and 
chronic joint conditions, 136; Urological, in general 
practice, 176; Mechanical aids in, of upper urinary 

tract, 182; and treatment of sinusitis in infants, 185; 
Differential, of right renal and gall-bladder lithiasis, 


240; Roentgenologic, of primary carcinoma of lung, 
424; Value of, in back lesions, 444; New specific serum 
reaction for, of pregnancy, 471; of infarction of 
entire spleen, 526 

Diagnostic, value of examinations of cerebrospinal fluid, 
47; significance of bleeding from rectum, 432 

Diaphragm, Traumatic hernia of, proving fatal seven 
months after wound, 427 

Diaphragmatic hernia; with report of so-called acquired 
condition, 327 

Dichloramin-T in treatment of wounds of war, 19, 114 

Digestion, Gastric, of various foodstuffs after gastro- 
enterostomy, 128 

Digestive, Helpful diagnostic sign in ruptured, ulcers, 523 

Diphtheric, Outbreak of, wound infection among returned 
soldiers, 60 

Disabilities of war, 267 

Disease, Comparison between clinical examination and 
roentgenograms in, of chest, 123; Etiology of Perthe’s, 
137; Quiet Pott’s, 150; Hip, 252; Hirschsprung’s, 
334; Cholecystectomy; report of 65 cases operated 
upon for gall-bladder, 435; Banti’s, 437; Gaucher’s, 

Dislocation, Early recognition, treatment, prognosis of 
congenital, of hip, 40; Dorsal, of great toe at inter- 
phalangeal joint, 139; Congenital, of hip, 139; Trau- 
matic, of pubic symphysis with important diastases 
without urethrovesical lesions, 343; Recurrent or 
habitual, of shoulder, 440; of both hips without 
fracture of pelvis, 441 

Diverticula, Rectal, as causative factor in pelvic inflam- 
mation in women, 34 

Diverticulitis, of large intestine, 32; of cecum, 237 

Diverticulum of oesophagus and pseudo-diverticulum of 
descending colon, 521 

Donors, Simple and rapid method for selection of suitable, 
for transfusion by determination of blood groups, 455 

Drainage, Intranasal, of frontal sinus, 185; Posterior, in 
abdominal surgery, 232; Treatment of large septic 
wounds by means of irrigation with capillary, 404 

Dressing, First line dressing station and first, 545 

Duct, Traumatic injuries to thoracic, 324 

Duodenal, Perforated gastric and, ulcers, 31; Causes of 
recurrent symptoms after operation for gastric and, 
ulcer, 31; Perforated, ulcer, 129; Roentgen diagnosis 
of concurrent gastric and, ulcer, 236; Syphilis in 
etiology of gastric and, ulcer, 237; Gastric and, ulcers 
from surgical point of view, 428; Effect of various 
neutral solutions on gastric discharge, gastric secretion 
and, regurgitation, 428; Blood in stools in, ulcer, 430 

Duodenum, Case of giant, 129; Diversion of pancreatic 
juice from, into stomach; its effects upon level of 
gastric acidity and upon pancreas, 338 

Dura, Tuberculomata of, mater, 224 

Dysfunction, Adult thymus and its two types of, 230 

Dysplasia, Hereditary deformans chondral, 147 

Dystrophy, Pseudo-hypertrophic muscular, 147 


: FAR: Use of nitrous oxide and oxygen analgesia in opera- 


tions on, nose and throat, 219; Epithelioma of middle, 
and mastoid, 284; War injuries of, 284; Effect of high 
explosives on, 570 

Eclampsia, and lumbar puncture, 69; Treatment of, 370, 
551; Abdominal cesarean section and subtotal hys- 
terectomy for contracted pelvis with, 472; 

Ectopic, Protracted, pregnancy with putrefaction of foetus 
retained in abdomen, 69; gestation; diagnosis and 
treatment, 69; Tumor in, testicle, 481; Treatment of, 
gestation based on study of 100 cases with report of 
12 cases of repeated ectopic pregnancies, 551 
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Education, Graduate, in clinical branches and Minnesota 
experiment, 166 

Efficiency, Tests for measurement of renal, in relation to 
prognosis in nephritis, 562 

Elbow, Prevention of ankylosis after, resection by im- 
mediate mobilization, 139; Primary excision of gun- 
shot wounds of, joint, 443 

Elderwood drains for cerebral wounds, 416 . 

Electrocautery, Epithelioma of posterior pharyngeal wall 
cured with, 286 

Elliot’s operation; complications and unfavorable results, 


484 

Emboli, Influence of compression and cerebral, on blood- 
pressure, 120 

Embolism, Pulmonary, 26; Low blood-pressure associated 
with peptone shock and experimental fat, 51 : 

Embryology of prostate and its relation to surgery of 
obstructive conditions, 281 

Embryomas in plants, 50 

Emetine, Action of certain, derivatives on amcoebee, 161 

Epididymitis, Treatment of gonorrhoeal, complicated by 
peri-epididymitis, 481 

Emphysema, Acute mediastinal, of traumatic origin, 517 

Empyema, of thorax, 124; simple, interrupted and con- 
tinuous aspiration, 124; Acute, of gall-bladder, 131; 
Diplococcic, with early perforation in lung, 230; 
Treatment of septic haemothorax and, 422; Modern 
treatment of, by antiseptics, 517 

Endocranial, Enterococcus as cause of, complications of 
otitic origin, 285 

Enterococcus as cause of endocranial complications of 
otitic origin, 285 

Enterostomy and use of omentum in prevention and 
healing of fistula, 236 

Enucleation, Late infection with, following operation of 
iridotasis for chronic glaucoma, 566 

Epidemic, Maryland, of infantile paralysis in 1916, 439 

Epilepsy, Ablation of portions of altered cerebral cortex in, 


23 

Epiphysis, Acute suppurative destruction of upper femoral, 
so-called epiphysitis, 147; Separation of lower, of 
femur with anterior displacement and T-fractures, 531 

Epiploice, Torsion and inflammation of appendices, 130 

Epithelial, Case of adamantinoma showing, pearls, 287 

Epithelioma, of middle ear and mastoid, 284; of posterior 
pharyngeal wall cured with electrocautery, 286; Pre- 
operative reduction of, by roentgen rays or radium, 
301 

Equilibrium tests for aviation recruits, 63 

Equinism consecutive to war wounds, 143 

Equinovarus, Talipes, 252 

Ether, Anesthesia from commercial, administration and 
what due to, 20; oil anesthesia by rectum, 115: 
Study of chloroform, and nitrous oxide-oxygen in 
pregnancy and labor, 173; narcosis in cerebral wounds, 
320; Apparatus for administering oxygen with, and 
chloroform, 407 

Ethmoiditis, Unusual infection from, 186 

Etiology, of Perthe’s disease, 137; and treatment of fre- 
quency of urination in women, 170; Certain factors in, 
of gall-stones on basis of their chemical composition, 


241 

Etiological, Retained secundines; a study of, factors, 552 

Eusol, Convenient method of preparing, 20 

Eutocia attained by rational methods rather than by exces- 
sive narcosis during labor, 473 

Examination, Combined medical and postural, of 746 
young adults, 347 

Excision, Patellar bone graft in, of knee, 142; Primary, of 
gunshot wounds of elbow-joint, 443 


Exclusion, Rational constricting method of pyloric, 429 

Exophthalmic, Unusual aspects of, goiter, 24; Fifty cases 
of, goiter treated by operation, 122; Results of opera- 
tions for, goiter, 227; Surgery of, goiter, 321; goiter, 
321 

Experiment, Graduate education in clinical branches and 
Minnesota, 166 

Experimental, researches on cesophageal autoplastics, 28; 
shock, 151; Anatomical and, study of sacral anes- 
thesia, 314; regional obliteration of cerebral vessels, 
320; contribution to study of division and functional 
restoration of nerves, 351; study of surgical shock, 
356; operations on pituitary, 417; study of peritonitis 
with reference to calcium sulphide and special refer- 
ence to iodine and ether in treatment, 426; Ascending 
urinary infections; an, study, 561 

Explosives, effect of high, on ear, 570 

Exstrophy of bladder and its treatment, 481 

Extraction, New method of working out difficult mechani- 
cal problems of bronchoscopic foreign body, 230; of 
fragment of shell from anterior wall of right ventricle, 
232 

Eye, Greater certainty in localization of foreign bodies in, 
164; Wounds of, in war, 183; Cartilage prosthesis for, 
184; Value of, ground observations in recent cases of 
fracture of skull, 222; Total loss of vision in one, and 
partial loss in other completely relieved by sellar de- 
compression operation, 222; First aid in, injuries, 383; 
Removal of steel particles from interior of, by magnet, 
483; Tension in normal, before and after tonsillectomy, 
483; Care of, of school children, 484; changes in trench 
nephritis, 569; Effect of intestinal stasis on, especially 
in iritis, 570 


FACE, Shell wound of, repair operations, 411 
Facial, Treatment of true, neuralgia by local injections 
of alcohol, 221; Restoration of, mutilations by strips 
taken from frontal region, 316 

Fallopian, Conservative surgery of, tubes, 168 

Fascial, Treatment of double femoral aneurism by proximal 
occlusion with autoplastic, flap, 360 

Feet, Conservative surgery of, with report of case, 250; 
Rare deformity of, and hands, 529 

Femoral, Acute suppurative destruction of upper, epiphy- 
sis; so-called epiphysitis, 147 

Femur, Fractures of neck of, in children, 247; Gunshot 
wounds of, 439; Value of caliper in obtaining extension 
in compound fractures of, 441; What is best treatment 
for fracture of neck of, 442; Separation of lower 
epiphysis of, with anterior displacement and T-frac- 
tures, 531 

Fibroids, Uterine, diagnosis, complications, and treat- 
ment, 366; tumors of vulva, 368; Uterine, with 
tendency to become sarcomatous, 468 

Fibrosis uteri, 548 

Filter, New type of rotary mesh, in deep roentgen therapy 
with special reference to vesical neoplasms, 266 

Fistula, Rebellious thoracic, due to synostoses, 26; 
Spontaneous closure of ureteral, consecutive to 
gynecological interventions, 68; Vesicovaginal, and 
calculous cystitis, 68; Enterostomy and use of omen- 
tum in prevention and healing of, 236; Operative 
treatment of urethrorectal, method of radical cure, 
280; Anal and rectal, 235; Obstetrical vesicovaginal, 
and ureterovaginal fistula; radical treatment by 
ureterocystostomy, 368 

Fixation, Screw, in joint fractures, 137; Color, of tissues 
and primary suture, 406 

Flap, Treatment of double femoral aneurism by proximal 
occlusion with autoplastic fascial, 360 
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Flat-feet, Brief studies in, 535 
Flavine, Germicidal power of, 114; Treatment of a re- 


cently inflicted war wound with, 216; Treatment of. 


wounds by, 506 
Fluid, Diagnostic value of examinations of cerebrospinal, 


47 

Focal, Diagnosis of, sepsis, 56 

Foetus, Protracted ectopic pregnancy with putrefaction 
of, retained in abdomen, 69; Diagnosis of age of, by 
use of roentgenograms, 370 

Foot, Some common, conditions and their treatment, 446 

Forearm, Treatment of compound fractures of, 530; 
Greenstick fractures of, correction of deformity by 
continuous elastic traction, 530 

Foreign bodies, Prompt removal of, in gunshot wounds, 
63; in bronchi, 125; New method of working out 
difficult mechanical problems of bronchoscopic, ex- 
traction, 230; Two cases of, in prostate, 380 

Fractures, Early treatment of gunshot, of thigh, 40; 
Surgery of bones and joints; open operative treat- 
ment of, method of arthroplasty in ankylosis of elbow- 
joint, 40; Screw fixation in joint, 137; Late correction 
of malunited, of extremities, 138; Position and trac- 
tion in treatment of, 138; Thirty cases of complicated, 
primarily sutured, 138; sprains, 146; Facts about 
repair and treatment of, 247; Functional results of, 
248; Value of total tibiotarsal resection in, of lower 
part of leg, 250; Recovery from compound com- 
minuted depressed, of frontal bone with loss of brain 
substance, 316; Prosthetic treatment of lower jaw, 
317; Radiography of lower jaw and involvement of 
teeth in, cases, 509; Treatment of, of long bones, 343; 
Simple method of mechanical fixation for, of long 
bones, 408; Gunshot, and especially their displace- 
ments, 343; of os calcis, 343; Open gunshot, of patella, 
441; of calcaneus considered with regard to their 
end-results, 442; Dislocation of both hips without, of 
pelvis, 441; of spine with cord and root symptoms, 
447; Treatment of, in warfare, 531 

Fracture of femur, in children, 247; Value of caliper in 
obtaining extension compound, 441; What is best 
treatment for, 442; Separation of lower epiphysis of, 
with anterior displacement and T-fractures, 531 

Fracture of forearm, Greenstick, correction of deformity 
by continuous elastic traction, 530; Treatment of 
compound, 530 

Fracture of skull, 118, 317, 509; Value of eye-ground ob- 

* servations in recent cases of, 222; Brain cyst follow- 

ing, 222 

Front, Treatment of penetrating chest wounds at, 126; 
Surgical notes from Western, during summer fighting 
of 1917, 546 

Frontal, Recovery from compound comminuted depressed 
fracture of, bone with loss of brain substance, 316 

Function, Study of kidney, in senility, 562 

Functional, Comparative results of various, kidney tests 
based on series of cases, 279 

Fundus, Appearance of, oculi in certain intracranial 
conditions, 183 

Fungous diseases of foot or madura foot in America, 342 


ALL-BLADDER, Diagnosis of, disease, 34; Anomalies 
of, and bile passages; double gall-bladder; floating 
gall-bladder, 34; Physiology of, under normal and 
morbid conditions, 131; Advantage of cholecystectomy 
in avoidance of adhesions in, surgery, 131; Acute 
empyema of, 131; Differential diagnosis of right 
renal and, lithiasis, 240; Suction-bulb action of, 240; 
Carcinoma of, 336; surgery, 434; Stricture of, 434; 
Cholecystectomy; with report of 65 cases operated 


upon for, disease, 435; disease and its surgical treat- 
ment, 526; trouble complicating disease of internal 
genitalia, 549 

Gall-stones, Cholecystitis with and without, 34; Certain 
factors in etiology of, 241 

Galvanic, Surging, current in treatment of paralysis; 
simple method of localizing contraction to paralyzed 
muscles, 252 

Ganglion, Injection of gasserian, for neuralgia of fifth 
cranial nerve, 22; Metastatic spinal, sarcoma with 
induced ascending paralysis, 45 

Gangrene, Malignant non-gaseous, 159; of extremities 
consecutive to gynecological operation and puer- 
perium, 171; Retrograde intestinal, with particular 
reference to pathogenesis, 430; of limbs, 439; due to 
ligature of important arteries, 541 

Gas, Clinical manifestations and treatment of, poisoning, 


32 

Gaseous, Malignant non-, gangrene, 159 

Gassing, Effects of, as seen at casualty clearing station, 461 

Gastrectomy, Annular segmental, 429 

Gastric, infection, 30; Perforated, an duodenal ulcers, 31; 
Causes of recurrent symptoms after operation for, and 
duodenal ulcer, 31; digestion of various foodstuffs 
after gastro-enterostomy, 128; Roentgen diagnosis of 
concurrent, and duodenal ulcer, 236; Syphilis in 
etiology of, and duodenal ulcer, 237; polyposis, 331; 
and duodenal ulcers from surgical point of view, 428; 
Effect of various neutral solutions on, discharge, gas- 
tric secretion and duodenal regurgitation, 428; 
surgery, 429 

Gastro-coloptosis, Surgical treatment of, 31 

Gastro-enterostomy, Method of, 111; Gastric digestion of 
various foodstuffs after, 128; Medical aspect of, 332 

Gastro-intestinal, sepsis a cause of Méniére’s symptoms, 
285; Restoration of, continuity by anticolic gastro- 
jejunostomy following partial gastrectomy for cancer 
of pyloric end of stomach, 329; Treatment of, hamor- 
rhages of newborn, 331; Roentgen ray in'diagnosis of, 
disease, 362 

Gastrojejunostomy, Restoration of gastro-intestinal con- 
tinuity by anticolic, following partial gastrectomy for 
cancer of pyloric end of stomach, 329 

Gastroptosis and ptosis of the transverse colon, 523 

Gastrostomy, Method of, 332 

Gaucher’s disease, 454 

Generation, Diagnosis, treatment, and management of 
surgical conditions complicating process of, 472 

Genitalia, Gall-bladder trouble complicating disease of 
internal, 549 

Genito-urinary, causes of low back pain, 381; Some new 
methods in treatment of carcinoma of lower, tract 
with radium, 381; Reparatory surgery of, organs, 382; 
Focal infection of, tract, 558; Study of, tract in pul- 
monary tuberculosis, 567 

Germicidal power of flavine, 114; Relative, efficiency of 
antiseptics of chlorine group and acriflavine and 
other dyes, 312 


Gestation, Ectopic, diagnosis and treatment, 69 


Giantism, Acute lymphatic leukemia and lymphatic 
leucosarcoma; lymphatic leucosarcoma; anthrax; 
acute syphilitic glomerulonephritis; acromegalic, 352 

Gland, Clinical symptoms and treatment of hypertrophy of 
thymus, 26; So-called mixed tumors of salivary, 418; 
Clinical, anatomic and bacteriologic researc es on 
lachrymal, 483; Tetany and parathyroid, 539 

Glandular, Case of pluri-, disturbance; organotherapy; 
cure, 539 

Glaucoma, Late infection with enucleation following opera- 
tion of iridotasis for chronic, 569 
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Gliosarcoma resembling hydrocephalus in infant of seven 
weeks, 22 

Glomerulonephritis, Acute lymphatic leukemia and 
lymphatic leucosarcoma; lymphatic leucosarcoma; 
anthrax; acute syphilitic, acromegalic giantism, 352 

Glucose, Intravenous, injections in shock, 152 

Goiter, Unusual aspects of exophthalmic, 24; Exophthal- 
mic, treated by operation, 122; Results of operations 
for exophthalmic, 227; Surgery of exophthalmic, 321; 
Exophthalmic, 321; Recurrence of operated, 25; 
surgery, 227, 419; Operative treatment of, 513 

Gonarthrotomy, Right, for purulent fibrinous synovitis in 
woman of 72 years, 41 

Gonorrhcea, Prostatic infections exclusive of, 482; Prac- 
tical value of complement fixation test for, 540; in 
young male children and its treatment, 566 

Gonorrhoeal, Treatment of, epididymitis complicated by 
peri-epididymitis, 481 

Graft, Patellar bone, in excision of knee, 142; Reconstitu- 
tion of first phalanx of thumb by cartilage, 250; 
Treatment of Pott’s disease by autogenous tibial bone, 
Albee’s operation, 347; Bone, in tuberculous disease of 
spine, 350; Cartilage, in repair of extensive losses of 
jaw, 412; Cartilage, and loss of cranial substance, 414; 
Reconstruction of synovial tendon sheaths by, of 
internal saphenous vein, 443; Autoplastic nerve, 449; 
Cartilage, after resection for bony ankylosis, 534; 
Osteoperiostic tibial, for reconstruction of bone or 
repair of losses of osseous substance, 534; Histological 
study on heterologous tumor, 537 

Grafting, Neurotization of paralyzed muscle by muscle, 361 

Gunshot, wounds of knee, 39; Early treatment of, fractures 
of thigh, 40; Treatment of, wounds of limbs, 41; in- 
juries of spinal cord, 44, 45; wounds of peripheral 
nerves, 45; Prompt removal of foreign bodies in, 
wounds, 63; Trepanation in cases of, injury of cranial 
vault, 119; Open and closed treatment of, brain 
wounds, 121; Unusual complication of laparotomy 
for, wound, 133; wounds of kidney and ureter as seen 
at base, 177; Late bone infections consecutive to, 
wounds, 245; wounds of joints, pathology and treat- 
ment, 248; wounds of peripheral nerves and surgical 
treatment, 253; Tendon operations for, injuries of 
hand, 345; Open, fractures of patella, 441; injuries of 
elbow-joint; treatment by early excision. 532; Treat- 
ment in field of uncontrollable haemorrhage in, 
wounds, 545; Lessons taught by the war in treatment 
of, injuries, 546 

Gutta-percha hyperthermic dressings, 312 

Gynecological, Spontaneous closure of ureteral fistula con- 
secutive to, interventions, 68; Gangrene of extremities 
consecutive to, operation and puerperium, 171; Some 
contra-indications for certain, operations, 550 

Gynecology, in general practice, 171; Sacro-iliac joints in 
obstetrics and, 251; Common errors in, 470 


AEMANGIOMA of brain inoperable by ordinary meth- 
ods treated by boiling water injections ons hot metal 
point, 119 

Hematic cyst of prostate, 282 

Hematologic indications for immediate transfusion follow- 
ing injury, 157 

Hematuria, its clinical significance, 84, 559; in kidney 
calculus, 176; in appendicitis, 238; Renal misplace- 
ment; renal, and renal injection, 277 

Hemoglobin, Clinical observations on, after operation, 
504 

Hemolysins of vegetable origin, 359 

Hemolytic, Effect of injections of, streptococci on sus- 
ceptible and insusceptible animals, 543 


Hemorrhage, Control of uterine, 66; Accidental, 254 cases 
in 100,000 confinements, 72; Sterilization by Dakin’s 
solution and occurrence of secondary, 113; Cerebral 
spastic paralysis due to, report of first 65 cases of 
cranial decompression, 120; Arterial wounds without 
external, and their surgical treatment, 158; Radium in, 
at menopause, 170; into optic nerve sheaths as direct 
extension from diffuse intrameningeal hemorrhage, 
226; Postpartum, and its treatment, 276; Treatment 
of gastro-intestinal, of newborn, 331; Postpartum, 
374; Occult, 524; Treatment in field of uncontrollable, 
in gunshot wounds, 545; into an ovarian cyst simu- 
lating ectopic pregnancy, 549; Premature separation 
of placenta with concealed, 553 

Hemorrhoids, Pathology, diagnosis and treatment of 
internal, 335; Operative methods for cure of, 433 

Hemorrhoidal, Relation of, disease to health balance, 340 

Hemostasis by muscle strip in cranial surgery, 414 

Hemothorax, Treatment of septic, and empyema, 422; 
Treatment of wounds of chest with reference to in- 
fected, 515; Treatment of infected, 517 

Hammer-toe, 146 

Hands, Two cases of rare deformity of feet and, 529 

Head, Stereoscopic roentgenograms of, 58; Value of 
roentgenology in, injuries, 265; Indications for opera- 
tion on traumatic, cases, 315; War wounds of, 400; 
Pulse-rate and blood-pressure observations as aid in 
treatment of, traumas, 410; Inter-relation between 
the radiography and surgery of gunshot wounds of, 
508 

Heart, Mediastinitis as cause of, failure, 124; Projectiles 
well tolerated in walls of, 325; Infarction of, simulating 
acute surgical abdominal conditions, 425 

Hemiplegic form of direct shock of cervical cord with 
lesion of eleventh cranial pair, 165 

Hepatic, tissues in acute anaphylactic reaction, 52; Treat- 
ment of threatening conditions in, diseases, 240 

Hereditary deformans chondral dysplasia, 147 

Hernia, Cure of inguinal, 127; Operation for radical cure of 
inguinal, 234; Inguinal, in male, 427; Chronic in- 
testinal occlusion by adherent, 130; of breast, 229; 

. operation in children and its end-results, 235; and 
appendicitis in child, 327; Diaphragmatic, with report 
of so-called acquired condition, 327; Traumatic, of 
diaphragm proving fatal seven months after wound, 
427; Epigastric, without palpable swelling, 327; New 
technique for radical treatment of umbilical, in adult, 
328; Strangulated pulmonary, 425; through anterior 
abdominal wall in women, 427; Some, that disqualify 
for military service whether operated upon or not, 522 

Hip, Treated and untreated osteochondritis juvenilis of, 
37; Early recognition, treatment, prognosis of con- 
genital dislocation of, 40; Artificial impaction of, 41; 
Juxta-articular bone ‘lesions of, 134; Congenital dis- 
location of, 139; disease, 252; Treatment of, wounds, 
340; Dislocation of both, without fracture of pelvis, 


441 

Hirschsprung’s disease; report of case, 334 

Histologic, Researches on, evolution of aseptic scleral 
resections, 283 

Hospitals, Conduction of, 266; teaching institution, 459; 
Causes of death in childbirth; maternal mortalities in 
100,000 confinements at N. Y. Lying-In, 473; Closure 
of war wounds in base, 545; War, in United States, 
546; Syphilis as cause of stillbirths; analysis of 48 
stillbirths. occurring in 1,500 obstetric cases at Uni- 
versity of Michigan Maternity, 555 

Hour-glass, Operative treatment of, stomach, 128 

Humerus, Case of osteo-aneurism; diffuse traumatic 
aneurism in surgical neck of, 135 
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Hydatid cyst of vertebral column, 149 

Hydrocele, Rupture of tunica vaginalis in, 181 

Hydrocephalus, Gliosarcoma resembling, in infant of 
seven weeks, 22; Chronic internal, newer methods for 
its recognition and treatment, 318; Internal, 415 

Hygroma colli, 418 

Hyoscine, Painless childbirth; 50 consecutive cases treated 
by, and morphine method, 373 

Hyperemia, Treatment of trench foot and allied conditions 
by Bier’s method of passive, 145 

Hypernephroma, 78 

Hyperthermic, Gutta-percha, dressings, 312 

Hyperthyroidism, Blood sugar in, 419 

Hypophyseal, Treatment of, tumors, 513 

Hypophysis, Traumatic lesion of, adipose-genital syndrome 
and diabetes insipidus, 226; Cell changes in, of albino 
rat after castration, 256 

Hypospadias, Modern operations in, from anatomical and 

® functional standpoint, 180 

Hysterectomy, Factors of safety in abdominal, 271; 
Abdominal cesarean section and subtotal, for con- 
tracted pelvis with eclampsia, 472; Technique of 
total, for non-malignant conditions, 548; Uterine 
rupture following anterior, 469 


LEO-CAECAL, Right-sided position of stomach in 
inflammatory conditions in, region, 333 
Immune, Treatment of staphylococcus septicemia by 
transfusion of, blood, 261 
Immunity, Splenectomy exerts no appreciable influence 
upon, against transplanted tumors, 133; Relation of 
induced cancer, to tissue growth and tissue degenera- 
tion, 150 
Immunological, Review of later developments along, lines, 


357 

Imperiecta, Osteogenesis, 147 

Incisions, Principles of plastic surgery, contour and suture, 
16; Transverse, in upper abdomen, 111; Rectangular 
flap, for operations within upper abdomen, 233; Use 
of relaxation, in dealing with extensive unstable scars, 
451 

Indicanemia, a symptom of renal insufficiency, 80 

Indications, for nephrectomy, 79; for mastoid operation in 
acute otitis media, 86; for cholecystectomy and 
cholecystotomy, 132; Hematologic, for immediate 
transfusion following injury, 157; for cawsarean sec- 
tion based on 29 personal cases, 172; for operation on 
traumatic head cases, 315 

Industry, Relation of physician to some problems of mod- 
ern, 65 

Infantile, surgery, 153; Maryland epidemic of, paralysis 
in 1916, 439; Surgical treatment of, paralysis, 445 

Infarct, Septic kidney, from infected finger; nephrectomy, 
77; of placenta, 473 

Infarction, of heart simulating acute surgical abdominal 
conditions, 425; Diagnosis of, of entire spleen, 526 

Infected, Some aspects of treatment of, war wounds, 464 

Infection, Gastric, 30; in prostate cases, 83; Susceptibility 


to, manifested by remains of incompletely removed _ 


tonsils, 87; Wound, growth of anaerobic bacilli in 
fluid media under apparently aerobic conditions, 159; 
Bacterial anaphylaxis and, 160; Treatment of, fol- 
lowing labor; mature and premature, 174; Unusual, 
from ethmoiditis, 186; Tubo-ovarian, 272; Renal, 477; 
of wounds, 506; Focal, of genito-urinary tract, 558; 
Non-tuberculous, of kidney, 560; Ascending urinary, 
561; Late, with enucleation following operation of 
iridotasis for chronic glaucoma, 569 

Infective, Study of ante- -operative and postoperative blood 
counts in non-, surgical conditions, 541 


Inflammation, Rectal diverticula as causative factor in 
pelvic, in women, 34; Benign tumors of breast, 
chronic, and carcinoma, 123 

Inflammatory, Influence of oxygen upon, reactions, 153 

Infundibular syndrome in case of tumor of third ventricle, 


225 

os | Cure of, hernia, 127; Operation for radical cure 
of, hernia, 234; hernia in male, 427 

Injection, Technical refinements in methods of intravenous, 
16; Treatment of shock by intravenous, 152 

Injuries, Subparietal, of intestines and kidneys, 37; of 
musculospiral nerve, 46; Treatment of minor, 161; 
Value of roentgenology i in head, 265; Tendon opera- 
tions for gunshot, of hand, 345; Nerve, 351; Neurologic 
indications for and against operations in traumatic, 
affecting central nervous system, 352; Treatment of 
nerve, muscle, and joint, in soldiers by physical means, 
363; First aid in eye, 383; Birth, of shoulder, 440; 
Gunshot, of elbow-joint; treatment by early excision, 


532 

Innominate, Ligature of, artery for cure of subclavian 
aneurism, 262; Ligation of, artery for traumatic 
aneurism of carotid, 457 

Institution, Hospital; teaching, 459; Need of standardizing 
statistics of child-caring, foundling asylums, etc., 460 

Instruments, Modern, for limb amputations, 220 

Interallied, Conclusions adopted at third session of, Sur- 
gical Conference, 268 

Interposition, After-results of, operation, 67; Development 
and perfection of, operation for prolapse of uterus and 
bladder, 367 

Interstitial pregnancy, 551 

Intestinal, Chronic, occlusion by adherent hernia, 130; 
Retrograde, gangrene with particular reference to 
pathogenesis, 430; toxemia of high obstruction, 524; 
plicature in affections of ascending colon, 526; Effect 
of, stasis on eye, especially in iritis, 570 

Intestine, Diverticulitis of large, 32; Subparietal injuries of, 
and kidneys, 37; Acute torsion of whole mesentery of 
small, 430; Myoma of, 525 

Intrathoracic, Tracheal displacement and compression in, 
disease, 230 

Intravenous, Technical refinements in methods of, injec- 
tion, 16; Arthritis and foreign protein; chronic 
rheumatism relieved by, injections, 53; glucose in- 
jections in shock, 152; Antibodies in gonococcal 
arthritis after, injection of specific and non-specific 
protein, 157; Puerperal septicemia successfully treated 
with, injections of collosol argentum, 556 

Intussusception, 524; in children, 32; in infant; resection; 
recovery, 129; Early recognition of, 237 

Iridotasis, Late infection with enucleation following opera- 
tion of, for chronic glaucoma, 569 

Iritis, Effect of intestinal stasis on eye, especially in, 570 

Irrigation, Treatment of large septic wounds by means of, 
with capillary drainage, 404 


| schemia, Traumatic obliteration of limb arteries; nervous, 


in wounded, 262 
Italian, Some accomplishments of, medical men in war, 460 


AUNDICE, Acholuric, treated by splenectomy, 36; 

Relation of spleen to blood destruction and regenera- 
tion and to hemolytic, influence of splenectomy and 
of blood disintegration upon production of bile pig- 
ment, 339 

Jaw, Prosthetic treatment of lower, fractures, 317; War 
injuries of, 21; Cartilage grafts in repair of extensive 
losses of, 412; Radiography of lower, and involvement 
of teeth in fracture cases, 509 

Jejunostomy; its indications and Faestiiadh, 333 
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Joints, Surgery of bones and, open operative treatment of 
fractures; method of arthroplasty in ankylosis of 
elbow-joint, 40; Splint for treatment of gunshot 
wounds involving shoulder-, 116; Syphilis of, 136; 
Diagnosis and treatment of certain subacute and 
chronic, conditions, 136; Screw fixation in, fractures, 
137; Dorsal dislocation of great toe at interphalangeal, 
139; Gunshot wounds of, pathology and treatment, 
248; Sacro-iliac, in obstetrics and gynecology, 251; 
Operative treatment of osteo-arthritis of hip-, 252; 
Etiologic factors in gross lesions of large, 341; Wounds 
of knee-, 438; Hypertrophic villous synovitis of knee-, 
438; Movements of sacro-iliac, 445; Syphilitic, disease 
simulating tuberculosis, 528; Treatment of wounds of 
knee-, from projectiles in warfare, 532; Gunshot in- 
juries of elbow-, treatment by early excision, 532 

Jones, Adaptation of Thomas and, splints to obtain fixation 
of arm in abducted position while patient is ambula- 
tory, 116 


IDNEYS, Subparietal injuries of intestines and, 
375 Septic, infarct from infected finger; nephrec- 
tomy, 77; Congenital bilateral absence of, in pig 
embryo, 78; Diagnosis of surgical lesions of, and 
ureter, 79; Tests for estimating functional efficiency 
of, 80; Hematuria in, calculus, 176; Gunshot wounds 
of, and ureter as seen at the base, 177; Results ob- 
tained with phenolsulphonephthalein test in functional 
diagnosis of, diseases, 178; Injuries to pancreas fol- 
lowing operations on right, 278; Comparative results 
of various functional, tests, 279; Calculus anuria in 
solitary, 476; New method for locating small calculi 
in, at operation, 476; Recognition of surgical, 478; 
Surgical treatment of wandering, 479; Treatment of 
bladder and urethral wounds and of, and ureter 
wounds at front and at base, 480; Transplantation of 
whole organs; autotransplant of left, to neck with 
right nephrectomy in dog, 544; Lithiasis and, cancer, 
558; Tumors of, 558; Non-tuberculous infections of, 
560; function in senility, 562; Acanthosis nigricans 
following decapsulation of, 562; Tuberculosis of, 560; 
Renal functional tests and pyelography in diagnosis, 


64 

oie Gunshot wounds of, 39; Infected, wounds; treat- 
ment and results, 134; Arthrotomy of, in war surgery 
with reference to new method, 140; Operative treat- 
‘ ment of tuberculosis of, joint in adults, 141; Patellar 
bone graft in excision of, 142; Penetrating gunshot 
wounds of, 340; Orthopedic and functional results of 
conservative operations in war wounds of, 438; 
Wounds of, joint, 438; Hypertrophic villous synovitis 

of, joint, 438 


[ABoR, Bilateral ovariectomy in pregnancy, at term, 

of uterine ruptures during, by Boero 
method, 74; ramin as adjunct to morphine in, 
75; Influence 4 on brain development of child, 76; 
Study of chloroform, ether and nitrous oxide-oxygen 
in pregnancy and, 173; Treatment of infection follow- 
ing, mature and premature, 174; Causes and surgical 
aspect of rupture of uterus during, 2753 Eutocia 
by rational methods rather than by excessive narcosis 
during, 473; complicated by dermoid cyst, 555; Care 
of perineum during second and third stages of, 556 

Lachrymal, Clinical, anatomic and bacteriologic researches 
on, glands, 483 

Lactis bulgaricus, Use of bacillus, in infected wounds, 114 

Laminectomy, Cervical, 44; Simplified technique in, with 
description of combined laminectomy and spine fixa- 
tion by bone transplant, 150 


Laparotomy, Unusual complication of, for gunshot wound, 
133; Results in 221 cases of, for myoma, 167 

Laryngeal, Surgical treatment of, cancer, 187 

Laryngectomy, Intrinsic cancer of larynx; tracheothyrot- 
omy; total, 386 

Larynx, Carcinoma of, treated with radium, 87; Intrinsic 
cancer of, 386 

Lenses, Prescribing, after use of cycloplegics, 85 

Lesions, Surgery of X-ray, 164; Value of diagnosis in back, 


bt 

Leucocytes, Degeneration of, in urine as diagnostic aid in 
tuberculosis of urinary tract in women, 81; Proteolytic 
power of normal polynuclear, of circulating blood, 


159 

Leukemia, Acute lymphatic, and lymphatic leucosarcoma; 
lymphatic leucosarcoma; anthrax; acute syphilitic 
glomerulonephritis; acromegalic giantism, 352; Treat- 
ment of myelocytic, by radium, 354; Treatment of 
myelogenous, with radium, 452 

Ligament, Advanced pregnancy in broad, 71; Operation 
for repair of crucial, 248 

Ligation or excision of pelvic veins in treatment of puer- 
peral pyemia, 169 

Limbs, Gangrene of, 439 

Lip, Congenital paramedian sinuses of lower, 485 

Lithiasis, Differential diagnosis of right renal and gall- 
bladder, 240; Clinical diagnosis of, of upper urinary 
tract, 277; Clinical study of, 377; and kidney cancer, 
558; with bilateral renal involvement, 558; Diagnosis 
of urinary, 567 

Liver, Myeloma with metastasis to, and spleen, 47; 
Primary cancer of, in girl of eleven years, 130; Primary 
carcinoma of, in infancy and childhood, 434 

Localization of foreign bodies, 56; Greater certainty in, of 
foreign bodies in eye, 164; Survey of, of foreign bodies 
without use of X-ray plates, 164; Caliper method of 
foreign-body, 263; X-ray, 544 

Ludwig’s angina, 123 

Lumbar, Eclampsia and, puncture, 69; puncture in war 
surgery, 121; Defects in differentiation of vertebre; 
especially of fifth, 536 

Lumbo-iliac, Route of approach to, region, 447 

Lung, Caisson bronchoscopy in, abscess due to foreign 
body, 125; Macroscopic and microscopic findings in, 
after unilateral removal, 126; Diplococcic empyema 
with early perforation in, 230; War wounds of, 423; 
Roentgenologic diagnosis primary carcinoma of, 
424; Surgical treatment of, wounds, 424; Treatment of 
non-tuberculous, abscess with pneumothorax; 518; 
War injuries of, 519; Pregnancy in tuberculosis of, 554 

Lymphangioma, Cystic, 52 

Lymphaticus, Cause of sudden death in status, 453 


McDONALD solution, 504 
Madura, Fungous diseases of foot or, foot in America, 


342 
* Magnet, Removal of steel particles from interior of eye by, 


483 

Malignancy, of biliary apparatus, 337; Syphilis and, 453 

Malignant, Antepartum mammary hyperemia due to un- 
recognized, disease, 25; Radio-active therapy in, 
growths, 56; diseases of throat and sinuses; cases 
treated by radium and roentgen rays, 58; Melano- 
carcinoma showing its stealthy nature and rapidly, 
course, 151; non-gaseous gangrene, 159; Possibilities 
and limitations of roentgenotherapy in, disease, 265; 
Methods of preparing and using radio-active sub- 
stances in treatment of, disease and of estimating 
suitable dosages, 355; Technique of total hysterec- 
tomy for non-, conditions, 548 
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Malugited, Late correction of, fractures of extremities, 
138 

Mammary, Antepartum, hyperemia due to unrecognized 
malignant disease, 25 

Mandible, Suggestions toward systematic operative treat- 
ment of gunshot wounds of, 486 

Mastoid, Radical, operation; its termination with reference 
to hearing and suppuration, 85; Indications for, 
operation in acute otitis media, 86; Epithelioma of 
middle ear and, 284; Complete, operation, 484 

Mastoiditis, 570; Modifications in operative technique for 
acute, 284 

Mediastinal, Acute, emphysema of traumatic origin, 517 

Mediastinitis as cause of heart failure, 124 

Medical service in United States Army, 460; Some accom- 
plishments of Italian, men in war, 460 

Megacolon; megasigmoid, 130 

Melanocarcinoma, Case of, showing its stealthy nature and 
rapidly malignant course, 151; Cerebral metastases 
consecutive to primary, of left labium majorum, 


254 

Méniére’s, Gastro-intestinal sepsis a cause of, symptoms, 
285 

Meningeal, Hemorrhage into optic nerve sheaths as direct 
extension from diffuse intra-, haemorrhage, 226 

Meningitis, Serous encysted, of posterior cerebral fossa; 
operation; recovery, 119; Meningococcic septicemia 
without, 512 

Meningococcic septicemia without meningitis, 512 

Menopause, Radium in hemorrhage at, 170 

Menstrual, Organotherapy of, disorders, 167 

Mesentery, Acute torsion of whole, of small intestine, 430 

Mesothorium and combination methods in treatment of 
cancer, 59 

Metastases, Cerebral, consecutive to primary melano- 
sarcoma of left labium majorum, 254 

Metatarsal, Infraction of head of second and third, bones, 


142 

Methods, Operative, for cure of hemorrhoids, 433 

Military, Use of nitrous oxide and oxygen with rebreath- 
ing in, surgery, 268; Present methods in, surgery, 364; 
Anesthetics in, hospitals, 406; Administration of 
anesthetics in home, hospitals, 406; Application of, 
surgery to civil practice, 460; Some hernias that dis- 
qualify for, service whether operated upon or not, 


522 

Minnesota, Graduate education in clinical branches and, 
experiment, 166 

Monomyoplegias, Traumatic, 341 

Morphine, Painless childbirth; 50 consecutive cases treated 
by hyoscine and, method, 373; Comparative influence 
of, and total opium alkaloids on renal colic, 378 

Mouth, Results of use of Carrel-Dakin solution in, surgery, 
112; Treatment of wounds involving mucous mem- 
brane of, and nose, 412 

Muscle, Transplants of strips of striated, 42; Supernumer- 
ary orbital, 283; nerve testing during operation, 444; 
Effect of intermittent stretching on, and nerves after 
nerve severance, 536 

Muscular, Pseudo-hypertrophic, dystrophy, 147 

Myelogenous, Treatment of, leukemia with radium, 452 

Myeloma with metastasis to liver and spleen, 47 

Myelomata, Multiple, with chronic nephritis showing 
Bence-Jones protein in urine and blood serum, 282 

Myoma, Results in 221 cases of laparatomy for, 167; of 
intestines, 525 

Myomata, Uterine, 468 

Myositis, purulenta acuta caused by bacillus typhosus, 
341; ossificans developing in clean incised abdominal 
wound, 528 


NASAL, Depressed, deformities corrected by bone trans- 

plantation, 21; New method of dealing with, septum, 
186; Transplantation of tibia for, deformity, 286; 
Operations on, sinuses carried out through temporary 
opening in septum, 286; septum deformity in children, 
386; reconstruction with note on nature’s plastic 
surgery, 411; Rhinoplasty and, prosthetics, 412; sar- 
coma cured by radium, 485 

Nasopharynx, Stenosis of, operation with prosthesis, 485 

Neck, Broken, 440; What is best treatment for fracture of, 
of femur, 442 

Necropsies, Etiologic factors in gross lesions of large joints; 
observations from 1,100, 341 

Neoplasms, Importance of left axillary adenopathy as 
diagnostic sign of abdominal, 133; Vesical, 81; New 
type of rotary mesh filter in deep roentgen therapy 
with special reference to vesical, 266 

Nephrectomy, Septic kidney infarct from infected finger; 
77; Indications for, 79 

Nephritis, Multiple myelomata with chronic, showing 
Bence-Jones protein in urine and blood serum, 282; 
Tests for measurement of renal efficiency in relation 
to prognosis in, 562; Eye changes in trench, 569 

Nephrolithiasis, Clinical observations on 371 cases pre- 
senting symptoms of, 278 

Nephropathy, Experimental, in dog; lesions produced by 
injection of bacillus bronchisepticus into renal artery, 
262 

Nerve, Injection of gasserian ganglion for neuralgia of 
fifth cranial, 22; Gunshot wounds of peripheral, 45; 
Injury of musculospiral, 46; anastomosis in paralytic 
deformities, 45; Experimental contribution to study of 
division and functional restoration of, 351; Treatment 
of causalgia by injection of alcohol into, 253; Gun- 
shot wounds of peripheral, and their surgical treat- 
ment, 253; Study of surgery of, trunks, 254; Immedi- 
ate suture of, 254; Effect of stimulation of sensory, 
upon rate of liberation of epinephrin from adrenals, 
256; Cord and, affections causing low back pain, 350; 
Some points arising in, injuries, 351; Intense vulvo- 
vane pruritis treated by resection ,of perineal, 369; 
Muscle, testing during operation, 444; Redisposition 
of ulnar, 448; Autoplastic, graft, 449; Separate suture 
of, in nerve-trunks, 449; Effect of intermittent 
stretching on muscles and, after nerve severance, 536; 
Vibrating sensation in differential diagnosis of affec- 
tions of spinal cord and peripheral, 536; Sarcoma of 
right optic, 569 

Nervous, shock, 255; Traumatic obliteration of limb ar- 
teries, ischemia in wounded, 262; Neurologic indica- 
tions for and against operations in traumatic injuries 
affecting central, system, 352 

Nervus, Peripheral distribution of, terminalis in infant, 


6 
a. Injection of gasserian ganglion for, of fifth 
cranial nerve, 22; Treatment of true facial, by local 
injections of alcohol, 221 
Neurologic indications for and against operations in 
traumatic injuries affecting central nervous system, 


352 

Neuroplasty, Tendo- and, 251 

Neurotization of paralyzed muscle by muscle grafting; 
laboratory and clinical study, 361 

Nitrous, oxide-oxygen anesthesia, 115; Study of chloro- 
form, ether and, oxide-oxygen in pregnancy and 
labor, 173; Oxide and analgesia in obstetrics, 173; 
Use of, oxide and oxygen analgesia in operations on 
ear, nose, and throat, 219; oxide-oxygen anwsthesia 
in general surgery, 219; Use of, oxide and oxygen 
with rebreathing in military surgery, 268 
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Nose, Clinical lecture on some, and throat diseases of 
childhood, 185; Use of nitrous oxide and oxygen 
analgesia in operations on ear, and throat, 219; 
Malignant papilloma of, and right maxillary sinus, 
385; Treatment of wounds involving mucous mem- 
brane of mouth and, 412; Treatment of suppuration 
of accessory sinuses of, 485 

Nulliparous, Procidentia in, women; report of seven 
— with surgical measures devised for their relief, 
54 


O BSTETRICAL, vesicovaginal fistula and ureterovaginal 

fistula; radical treatment by ureterocystostomy, 368; 
Can frequency of some, operations be diminished, 
556 

Obstetrics, 474, 475; Nitrous oxide analgesia in, 173; 
Sacro-iliac joints in, and _ gynecology, 251; 
problems and coroner’s office, 266; Diabetes with 
special reference to, 374; Syphilis as cause of still- 
births; analysis of 48 stillbirths occurring in 1,500, 
cases of University of Michigan Maternity Hos- 
pital, 555. 

Obstruction, of ureter, 378; Intestinal toxemia of high, 


524 

Occlusion, Chronic intestinal, by adherent hernia, 130 

Ocular symptoms of brain tumor, 511 

Oculi, Appearance of fundus, in certain intracranial 
conditions, 183 

(sophageal, Experimental researches on, autoplastics, 28 

(sophagoscopy, Bronchoscopy and, 231; 325 

(sophagus, Huge dilatation of, 28; Cardiospasm resem- 
bling malignant stricture of, 28; Treatment of foreign 
bodies in lower air passages and, or direct method, 
518; Diverticulum of, and pseudo-diverticulum of 
descending colon, 521 

Omentum, Enterostomy and use of, in prevention and 
healing of fistula, 236 

Operations, Anatomical routes for, on long bones of upper 
extremity, 42; Pregnancy at term after Schauta- 
Wertheim, 74; Radical mastoid, its termination with 
reference to hearing and suppuration, 85; and result 
in spina bifida, 149; New, for prolapse of uterus, 167; 
Choice of, for retrodisplacement, 167; for repair of 
crucial liagments, 248; Development and perfection 
of interposition, for prolapse of uterus and bladder, 
367; Local anesthesia in major surgical, 407; Elliot’s, 
complications and unfavorable results, 484; Complete 
mastoid, 484 

Optic, Hemorrhage into, nerve sheaths as direct extension 
from diffuse intrameningeal hemorrhage, 226; 
Sarcoma of right, nerve, 569 

Orbital, Supernumerary, muscles, 283 

Organotherapy, of menstrual disorders, 167;  Pluri- 
glandular disturbance, cure, 539 

Organs, Misplaced and missing, 360 

Orthopedic, Anesthetics in, surgery, 20; treatment of 
acute and convalescent poliomyelitis, 43; problems in 
after-treatment of infantile paralysis, 148; Place of, 
surgery in war, 165; Description of, innersole for 
shoes, 315; Recent, surgery, 349; and functional re- 
sults of conservative operations in war wounds of 
knee, 438; treatment of deformities resulting from in- 
curable paralysis, 535 

Os calcis, Fractures of, 343 

Osseous neoformation consecutive to multiple and repeated 
contusive trauma, 245 

Osteitis, Fistulous, consecutive to war wounds, 137; 
deformans, 348 

Osteo-aneurism, Case of, diffuse traumatic aneurism in 
surgical neck of humerus, 135 


Osteo-arthritis, Operative treatment of, of hip-joint, 252 
Osteochondritis, Treated and untreated, juvenilis of hip, 


37 

Osteogenesis imperfecta, 147 

Osteogenetic action of sterilized bone plate in cranial 
prosthetics, 223 

Osteomyelitis, Diagnosis of acute, 38; Acute, of clavicle, 


341 

Osteoperiostic tibial grafts for reconstruction of bone or 
repair of losses of osseous substance, 534 

Osteosynthesis in war surgery, 533 

Otitic, Enterococcus as cause of endocranial complications 
of, origin, 285 

Otitis, Indications for mastoid operation in acute, media, 
86; Latent, of early infancy, 184; Suppurative, 
media with paralysis of external rectus, 184; Post- 
grippal, media, 285; Changing methods and ad- 
vances in treatment of progressive deafness from 
chronic secretory, media, 384 

Ovarian, Hemorrhage into, cyst simulating ectopic 
pregnancy, 549 

Ovariectomy, Bilateral, in pregnancy, labor at term, 73 

Ovaritis, Chronic appendicitis and sclerocystic, 67 

Ovary, Hematomata of, including corpus luteum cysts, 
271; Unilateral defect of tube and, study in prenatal 
pathology, 470 

Oxygen, Influence of, upon inflammatory reaction, 153; 
Apparatus for administering, with ether and chloro- 
form, 407 


PA, Genito-urinary causes of low back, 381 

Pancreas, Acquired syphilis of, 242; Injuries to, 
following operations on right kidney, 278; Pan- 
creatic cyst; removal of three-fourths of, recovery, 435 

Pancreatectomy, Effect of, on catalase content of tissues, 


43 

Pancreatic, Diversion of, juice from duodenum into 
stomach; its effects upon level of gastric acidity and 
upon pancreas, 338 

Pancreatitis, Diagnosis of acute, study of 33 cases, 35; 
Acute, 339 

Papilloma, Malignant, of nose and right maxillary sinus, 


395 

Paraflin, Treatment of burns by, 52; Use of liquid, in 
treatment of war wounds, 255; treatment of burns, 354 

Paralysis, Metastatic spinal ganglion sarcoma with 
induced ascending, 45; Facial, consecutive to war 
wounds, 117; Cerebral spastic, due to hemorrhage; 
report of first 65 cases of cranial decompression, 120; 
Tendon transplantation for relief of, following 
anterior poliomyelitis, 148; Orthopedic problems in 
after-treatment of infantile, 148; Suppurative otitis 
media with, of external rectus, 184; Surging galvanic 
current in treatment of, simple method of localizing 
contraction to paralyzed muscles, 252; Maryland 
epidemic of infantile, in 1916, 439; Surgical treatment 
of infantile, 445; Orthopedic treatment of deformities 
resulting from incurable, 535 

Paralyzed, Surging galvanic current, in treatment of 
paralysis; simple method of localizing contraction to, 
muscles, 252; Neurotization of, muscle by muscle 
grafting; laboratory and clinical study, 361 

Paramedian, Congenital, sinuses of lower lip, 485 

Parathyroid, Tetany and the, glands, 539 

Paste, Bismuth iodoform petrolatum, in treatment of 
recent wounds, 405 

Patella, Open gunshot fractures of, 441 

Pathogenesis, Retrograde intestinal gangrene with 
particular reference to, 430; Experimental study of, 
of carcinoma, 451 
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Pathological study of splenic anemia, 454 

Pathology, Unilateral defect of tube and ovary; study in 
prenatal, 470 

Pearls, Case of adamantinoma showing epithelial, 287 

Pelvic, Rectal diverticula as causative factor in, inflam- 
mation in women, 34 

Pelvis, Dislocation of both hips without fracture of, 441; 
New incision for exposure of lower abdomen and, 503 

Peptic, X-ray in, ulcer, 330; Symptomatology of, ulcer, 


42 

Perineorrhaphy, Cystocele, uterine prolapse, retroflexion, 
and rectocele repaired by plastic operation upon 
broad ligaments and vagina; fixation of round liga- 
ments and advancement of anterior vaginal wall, 369 

Perineum, Transplantation of sigmoid into, technique of 
operation, 433; Care of, during second and third 
stages of labor, 556 

Peritoneum in war surgery, 233 

Peritonitis, Tuberculous, 29, 30; Acute appendicitis with, 
cases that should not be drained, 33; Postoperative 
treatment of diffuse, 326; Toxic phenomena in, and 
shock, 426; Experimental study of, with calcium 
sulphide and special reference to iodine and ether in 
treatment, 426 

Permanganate, Potassium, in treatment of anaerobic 
infection of wounds, 405 

Pernicious, Case of, anemia in boy of eight years, 158 

Perthe’s, Etiology of, disease, 137 

Phagocytic, Simple technique for demonstration of, 
mononuclear cell in peripheral blood; first report of 
studies on mononuclear cells of blood, 540 

Phagocytosis in vivo under various conditions, 49 

Phalanx, Reconstitution of first, of thumb by cartilage 
graft, 250 

Pharyngeal, Epithelioma of posterior, wall cured with 
electrocautery, 286 

Phenolsulphonephthalein, Results obtained with, test in 
functional diagnosis of kidney diseases, 178 

Physician, Relation of, to some problems of modern 
industry, 65 

Physiology of gall-bladder under normal and morbid 
conditions, 131 

Pilonidal sinus, 255 

Pituitary, Diagnosis of, disorders, 23; Roentgen observa- 
tions of, region in intracranial lesions, 227; Experi- 
mental operations on, 417 

. Placenta, previa in twin pregnancy, 70; Retained, 75; 
Infarcts of, 473; Premature separation of, with 
concealed hemorrhage, 553; Dangers and treatment 
of, previa, 553 

Placental transmission; total creatinine in plasma, whole 
blood and corpuscles of mother and foetus, 71 

Plastic, Principles of, surgery; incision, contour and suture, 
16; Nasal reconstruction; with note on nature’s, 
surgery, 411. 

Pleural, Early treatment of septic, effusions consecutive 
to chest wounds, 26; Roentgen ray in diagnosis of 
pneumonia, diseases and pulmonary tumors, 264; 
Clinical and radioscopic researches on remote sequel 
of, effusions; traumatic or spontaneous, 324 

Pneumococcic, Primary, cerebral abscess, 320 

Pneumothorax, Thirty cases of pulmonary tuberculosis 
treated by induction of artificial, 27; 1,000 applications 
of artificial, 324; Treatment of non-tuberculous lung 
abscess with, 518 

Poisoning, Clinical manifestations and treatment of gas, 
328 

Poliomyelitis, Orthopedic treatment of acute and con- 
valescent, 43; Treatment of deformities of spine caused 
by, 43; Tendon transplantations for relief of paralysis 


following anterior, 148; Specific serum therapy of 
epidemic, report of 159 cases treated with antipolio- 
myelitic horse serum, 155; Mechanical and surgical 
treatment of anterior, 348 

Polycythemia, Acute tuberculosis, with enlarged spleen; 
Vaquez’s disease, 527 

Polyposis, Gastric, 331 

Pontine, Interesting, syndrome, 416 

Postoperative, treatment of diffuse peritonitis, 326; 
treatment of surgical cases, 403; Pre- and, treatment 
of abdominal wounds, 522; Study of ante-operative 
and, blood counts in non-infective surgical conditions, 


541 

Postpartum, hemorrhage and its treatment, 276; ham- 
orrhage, 374 

Postural, Combined medical and, examination of 746 
young adults, 347 

Pott’s, Quiet, disease, 150; Treatment of, disease by 
autogenous tibial bone graft; Albee’s operation, 347 

Pregnancy, Protracted ectopic, with putrefaction of 
foetus retained in abdomen, 69; Hemorrhage into an 
ovarian cyst simulating ectopic, 549; Treatment of 
ectopic gestation based on study of 100 cases with 
report of 12 cases of repeated ectopic, 551; Placenta 
previa in twin, 70; Advanced, in broad ligament, 71; 
Dermoid cyst of ovary complicating, 71; Bleeding in, 
72; Coincident, and tabes dorsalis, 73; Bilateral 
ovariectomy in, labor at term, 73; at term after 
Schauta-Wertheim operation, 74; Caesarean section 
in primipara followed in next, by normal delivery, 172; 
Symptoms, prophylaxis and treatment of toxemia 
of, 371; Pyelitis complicating, 373; New specific serum 
reaction for diagnosis of, 471; Double, recurrent and 
bilateral tubal, analysis of 89 cases reported and 3 
unpublished personal cases, 471; Influence of, on 
development, progress and recurrence of cancer, 472; 
Certain causes of bleeding during, significance and 
treatment, 472; Interstitial, 551; Toxamias of, 552; 
and pulmonary tuberculosis with report of 103 cases, 
553; Should uterus be removed when it becomes 
imperative to interrupt, 554; in cases of tuberculosis 
of lungs, 554 : 

Prevertebral, Extraction of foreign bodies from upper 
part of, region, 513 

Problems, Some of unsettled, in surgery, 356 

Procidentia, recti and its treatment, 239; in nulliparous 
women; report of seven cases with surgical measures 
devised for relief, 548 

Projectiles, Three cases of cardiac, 126 

Prolapse, New operation for, of uterus, 167; Adult rectal, 
244 

Prolapsus uteri and treatment, 469 

Prophylactic use of vaccines in great war, 156 

Prostate, Benign hypertrophy of, and its treatment by 
suprapubic prostatectomy, 82; Infections in, cases, 
83; Surgery of, 83; Embryology of, and its relation to 
surgery of obstructive conditions, 281; Carcinoma of, 
improved technique for radical excision with preserva- 
tion of urinary control, 281; Hamatic cyst of, 282; 
Foreign bodies in, 380; Patent urachus with abscess 
complicating hypertrophied, 565 

Prostatectomy, 84; Benign hypertrophy of prostate and 
its treatment by suprapubic, 82; New method of 
anesthesia in, 84; Advisability of, in presence of cord 
lesions, 182; Suprapubic, with mechanical drainage, 
282; Study of vesical orifice following perineal, 380; 
Results of suprapubic, 482; Systematic closure of 
suprapubic wound in, 482; Suprapubic, 566 

Prostatic, hypertrophy with tabes, 82; infections exclusive 
of gonorrhoea, 482 
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Prosthesis, Cartilage, for eye, 184; Stenosis of naso- 
pharynx; operation with, 485 

Prosthetic, treatment of lower jaw fractures, 317; Rhino- 
plasty and nasal, 412 

Protein, Serum changes following, shock therapy, 454 

Proteolytic power of normal polynuclear leucocytes of 
circulating blood, 159 

Pruritis, Intense vulvovaginal, treated by resection of 
perineal nerves, 369 

Pseudohypertrophic muscular dystrophy, 147 

Ptosis, Gastroptosis and, of transverse colon, 523 

Pubic, Traumatic dislocation of, symphysis with im- 
portant diastases without urethrovesical lesions, 343 

Puerperal, Ligation or excision of pelvic veins in treatment 
of, pyemia, 169; Treatment of, pyezmia, 276; septi- 
cemia successfully treated with intravenous injec- 
tions of collosol argentum, 556 

Puerperium, Gangrene of extremities consecutive to 
gynecological operation and, 171 

Pulmonary, embolism, 26; Presentation of 25 cases operated 
upon for intra-, projectiles, 231; Late extractions of 
intra-, projectiles, 325; teratoma, 424; Strangulated, 
hernia, 425; Pregnancy and, tuberculosis with re- 
port of 103 cases, 553; Preliminary report of study 
of genito-urinary tract in 600 cases of, tuberculosis, 


565 

Pulse-rate and blood-pressure observations as aid in 
treatment of head traumas, 410 

Puncture, Eclampsia and lumbar, 69; Lumbar, in war 
surgery, 121; Suboccipital, 220 

Pyzmia, Treatment of puerperal, 276 

Pyelitis, in children, 177; complicating pregnancy, 373 

Pyelography, Renal function tests and, in kidney diag- 
nosis, 564 

Pyloric, Hyperplastic, stenosis, 218; stenosis in infancy, 
237; Rational constricting method of, exclusion, 429 


_ Pyometra, Case of, 367 


eo and urea hydrochloride, 331 


FRADIO-ACTIVE, therapy in malignant growths, 56; 

Methods of preparing and using, substances in treat- 
ment of malignant disease and of estimating suitable 
dosages, 355 

Radiography, Essentials in dental, 57; Skeletal, as aid to 
diagnosis of obscure syphilis, 458; Study of inter- 
relation between the, and surgery of gunshot wounds 
of head, 508; of lower jaw and involvement of teeth 
in fracture cases, 509 

Radiologic, Function and use of various types of, installa- 
tions in army, 63 

Radioscopic, Extraction of bullet lodged in bladder by 
natural route under control of, screen, 379 

Radiotherapy, Statistical results of, in cancer, 450 

Radium, Results of, treatment, 57; Malignant diseases of 
throat and sinuses; cases treated by, and roentgen 
rays, 58; Carcinoma of larynx treated with, 87; in 
hemorrhage at menopause, 170; Clinical observations 
on uterine carcinoma treated by, 264; Treatment of 
myelocytic leukemia by, 354; Morphologic appearance 
of cancer clinically cured by, and roentgen ray, 361; 
Pre-operative reduction of epithelioma by roentgen 
rays or, 361; Some new methods in treatment of 
carcinoma of lower genito-urinary tract with, 381; 
Report on treatment of myelogenous leukemia with, 
452; Results of, application in uterine cancer, 468; 
Nasal sarcoma cured by, 485 . 

Rectal, Adult, prolapse, 244; Anal and, fistula, 335 

Recti, Procidentia, and its treatment, 239 


Rectosigmoid, Study of, 334 

Rectovaginal, Adenomyoma of, septum, 272 

Rectum, Ether-oil anesthesia by, 115; Adenomyoma of, 
239; Diagnostic significance of bleeding from, 432; 
Cancer of, 433; Carcinoma of, excision; transplanta- 
tion of sigmoid into perineum; technique of operation, 


433 

Rectus, Suppurative otitis media with paralysis of external, 
18 

Re-education of disabled soldier, 547 

Regeneration, Studies in bone, 360 

Renal, Caution in surgery of suspected, and ureteric 
calculus, 77; Indicanemia; a symptom of, insufli- 
ciency, 80; Chronic, tuberculosis, 176; Differential 
diagnosis of right, and gall-bladder lithiasis, 240; 
Experimental nephropathy in dog; lesions produced 
by injection of bacillus bronchisepticus into, artery, 
262; misplacement; renal hematuria and renal 
injection, 277; Comparative influence of morphine 
and total opium alkaloids on, colic, 378; Three 
unusual cases of, tuberculosis, 477; infection, 477; Lithi- 
asis with bilateral, involvement, 558; and ureteral 
conditions in women, 561; Tests for measurement 
of, efficiency in relation to prognosis in nephritis, 562; 
function tests and pyelography in kidney diagnosis, 
564 

Reparatory surgery of genito-urinary organs, 382 

Reproductive, Effect of alcohol on, tissues, 453 

Researches, Clinical and radioscopic, on remote sequele 
of pleural effusions, traumatic or spontaneous, 324; 
Statistical, on 483 cases of scoliosis, 448 

Resecting, Method of, transverse colon, 16 

Resection, Intussusception in an infant, recovery, 129; 
Prevention of ankylosis after elbow, by immediate 
mobilization, 139; Traumatic, of hip for war wounds, 
139; Value of total tibiotarsal, in fractures of lower 
part of leg, 250; Functional results in war articular, 
267; Late secondary, of right shoulder; reproduction 
of 1o cm. of bone, 344; Deviation of septum and 
submucous, 385 

Restoration of facial mutilations by strips taken from 
frontal region, 316 

Results, of further study in leg rotation, 145; Functional, 
of fractures, 248 

Retrodisplacement, Choice of operation for, 167 

Retroversion, Simple operation for, of uterus, 469 

Rheumatoid, Treatment of, arthritis of hypertrophic type, 


348 

Rhinoplasty and nasal prosthetics, 412 

Roentgen, Malignant diseases of throat and sinuses; cases 
treated by radium and, rays, 58; observations of pitui- 
tary region in intracranial lesions, 227; diagnosis of 
concurrent gastric and duodenal ulcer, 236; ray in 
diagnosis of pneumonia, pleural diseases, and pul- 
monary tumors, 264; New type of rotary mesh filter 
for use in deep, therapy with special reference to vesi- 
cal neoplasms, 266; Morphologic appearance of cancer 
clinically cured by radium and, ray, 361; Pre-op- 
erative reduction of epithelioma by, rays or radium, 
361; ray in diagnosis of gastro-intestinal disease, 
362 

Roentgenograms, Stereoscopic, of head, 58; Comparison 
between clinical examination and, in diseases of 
chest, 123; Diagnosis of age of foetus by use of, 370 

Roentgenographic, Uniform standardization of, technique, 
163; examination of urinary tract, 376 

Roentgenologic diagnosis of primary carcinoma of lung, 


424 
Roentgenology, in medicine and surgery, 264; Value of, 
in head injuries, 265 
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Roentgenotherapy, of peripheral tuberculous adenopathy, 
59; Possibilities and limitations of, in malignant 
disease, 265 

Rotation, Resuits of further study in leg, 145 

Rupture, of left bronchus from trachea, 26; Traumatic, of 
spleen; splenectomy; recovery, 242; Causes and 
surgical aspect of, of uterus during labor, 275; Cwsa- 
rean section complicated by, of uterus, 372 


GACRAL, Anatomical and experimental study of, 

anesthesia, 314 

Sacro-iliac, joints in obstetrics and gynecology, 251; 
Movements of, joints, 445 

Salivary, So-called mixed tumors of, glands, 418 

Salpingitis, New treatment of acute, 168 

Salvarsan, Causes of reaction after, 51 

Sarcoma, Metastatic spinal ganglion, with induced ascend- 
ing paralysis, 45; of corpus uteri, 66; of nasal septum; 
laryngo-epiglottidean cyst, 186; Nasal, cured by 
radium, 485; Unusually large, of testicle, 566; of 
right optic nerve, 569 

Sarcomata, Cultivation in vitro of spindle-celled, 451 

Sarcomatous, Loss of power to produce, transformation in 
stroma, 162; Uterine fibroids with reference to ten- 
dency to become, 468 

Scars, Use of relaxation incision in dealing with extensive 
unstable, 451 

Schauta-Wertheim, Pregnancy at term after, operation, 74 

Scleral, Researches on histologic evolution of aseptic, 
resection, 283 

Scoliosis, Treatment of, 147; Statistical researches on 483 
cases of, 448 

Secretion, Internal, 255 

Section, Description of simple method of performing 
extraperitoneal cesarean, 172 

Secundines, Retained, study of etiological factors, 552 

Semilunar cartilage; fracture-dislocation and fragmenta- 
tion, 38 

Seminal, Surgical treatment of, vesiculitis, 181 

Senility, Study of kidney function in, 562 

Septic, Treatment of, abortion, 372 

Septicemia, Treatment of staphylococcus, by transfusion 
of immune blood, 261; Meningococcic, without 
meningitis, 512; Puerperal, successfully treated with 
intravenous injections of collosol argentum, 556 

Septum, New method of dealing with nasal, 186; Ade- 
nomyoma of rectovaginal, 272; Operations on nasal 
sinuses carried out through temporary opening in, 
286; Nasal, deformity in children, 386; Deviation 
of, and submucous resection, 385 

Sequestra, Persistence of bacteria within, 245 

Serotherapy, Tetanus and, 52 

Serum, More delicate Wassermann reaction depending on 
use of increased quantities of blood, 154; Retraction 
of blood-clots with two methods for securing large 

ield of, 154; Specific, therapy of epidemic poliomye- 

litis: report of 159 cases treated with antipoliomyelitic 
horse serum, 155; changes following protein shock 


therapy, 454; Modified Wassermann technique based . 


on rapid fixation of complement present in human, 454; 
New specific, reaction for diagnosis of pregnancy, 471 
Sexual, Transplantation of thymus in rabbits; relation of 
thymus to, maturity, 162 
—— ~—- 48; condition as seen in war surgery, 48; 
ow ressure associated with peptone, and 
pcs fat embolism, 51; at front, 60; Experi- 
mental, 151; Treatment ‘of, by intravenous injec- 
tions, 152; Intravenous glucose injections in, 152; 
Hemiplegic form of direct, of cervical cord with lesion 
of eleventh cranial pair, 165; Nervous, 255; Experi- 


mental study of surgical, 356; Microscopic examina- 
tion of brains of two men dead of commotio cerebri; 
shell, without visible external injury, 364; Toxic 
phenomena in peritonitis and, 426; Treatment of 
untransportable wounded in state of, 451; Serum 
changes following protein, therapy, 454; Treatment 
of surgical, 538; Study of, in severely wounded, 539 

Shoulder, Stiff and lame, 39; High amputation of, 423 
Late secondary resection of right, reproduction of 10 
cm. of bone, 344; Birth injuries of, 440; Recurrent 
or habitual dislocation of, 440 

Sigmoid, Carcinoma of rectum; excision; transplantation 

of, into perineum; technique of operation, 433 

Sign, Importance of left axillary adenopathy as diagnostic, 
of abdominal neoplasms, 133 

Sinus, Syndrome of superior petrous, in case of dry jugulo- 
carotid shell wound, 21; Carcinoma of maxillary, 22; 
Intranasal drainage of frontal, 185; Pilonidal, 255; 
Lateral, thrombosis, 316; Verumontanum with special 
reference to, pocularis; its anatomy, histology, and 
physiology, 380; Malignant papilloma of nose and 
right maxillary, 385; Congenital paramedial, of lower 
lip, 485; Treatment of suppuration of accessory, of 
nose, 485 

Sinusitis, Diagnosis and treatment of, in infants, 185 

Situs inversus, Left-sided appendicitis in, viscerum totalis, 


525 
Skeletal radiography as aid to diagnosis of obscure syphilis, 


458 

Skull, Fractures of base of, 118; Value of eye-ground 
observations in recent cases of fracture of, 222; 
Repair of, defects, 223; Fractured, 317; Wounds of, 
and brain, 412; Electric burn causing necrosis of, 509; 
Fractures of, 509 

Soap, Treatment of wounds by solution of, in casualty 
clearing station, 267 

Soldiers, Treatment of nerve, muscle, and joint injuries in, 
by physical means, 363; Re-education of disabled, 547 

Solution, McDonald, 504 

Spina bifida, Operation and result in case of, 149; its 
operative treatment, 446 

Spindle-celled, Cultivation in vitro of, sarcomata, 451 

Spinal, Gunshot injuries of, cord, 44, 45; Injury of, cord, 
149; Relation of, cord to spontaneous liberation of 
epinephrin from adrenals, 257; Vibrating sensation 
in differential diagnosis of affections of, cord and 
peripheral nerves, 536 

Spine, Treatment of deformities of, caused by poliomyelitis; 
report of 8 cases in which fusion operations were per- 
formed, 43; Treatment of tuberculosis of, 148; 
Simplified technique in laminectomy with description 
of combined laminectomy and, fixation by bone 
transplant, 150; Bone-graft in tuberculous disease of, 
350; Fractures of, with cord and root symptoms, 447 

Spleen, Myeloma with metastasis to liver and, 47; Rela- 
tion of, to certain obscure clinical phenomena, 133; 
Traumatic rupture of, splenectomy; recovery, 242; 
Death from rupture ‘of, 25 days after abdominal 
injuries and apparent recovery, 2433 Relation of, 
to blood destruction and regeneration and to hemo- 
lytic jaundice; influence of splenectomy and of blood 
disintegration upon production of bile pigment, 339; 
Diagnosis of infarction of entire, 526; War wounds 
of, 527; Acute tuberculosis; polycythemia with en- 
larged, Vaquez’s disease, 527 

Splenectomy, Acholuric jaundice treated by, 36; in 
pernicious anemia, 36; exerts no appreciable influence 
upon immunity against transplanted tumors, 133; 


Traumatic rupture of spleen, recovery, 242; Treat- 


ment of pernicious anemia by transfusion and, 357 
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Splenic, Changes in peripheral blood consequent upon 
diversion of, bl into general circulation, 436; 
Pathological study of, anemia, 454 

Splenomegaly, Case of, treated by splenectomy, with report 
on condition of blood and spleen, 437 

Splint for treatment of gunshot wounds involving shoulder- 
joint, 116; Adaptation of Thomas and Jones, to 
obtain fixation of arm in abducted position while 
patient is ambulatory, 116; Thigh stump extension, 
508 

Spondylosis, Two cases of, 535 

Sprains, Fracture, 146 

Stasis, Effect of intestinal, on eye, especially in iritis, 570 

Statistics, Need of standardizing, of child-caring insti- 
tutions, foundling asylums, etc., 460 

Status, Cause of sudden death in, lymphaticus, 453 

Stenosis, Hyperplastic pyloric, 128; Pyloric, in infancy, 237 

Stomach, Operative treatment of hour-glass, 128; Extent 
of tissue to be excised for radical removal of carcinoma 
of, 128; Tuberculosis of, with report of case of multiple 
tuberculous ulcers, 236; Studies in fractional estima- 
tions of, contents, 328; Right-sided position of, in 
inflammatory conditions in ileocecal region, 333 

Stones, in urinary tract, 77; Dumb-bell, in diverticulum 
of urinary bladder, 479 

Strangulated pulmonary hernia, 425 

Streptococci, Effect of injections of hemolytic, on suscep- 
tible and insusceptible animals, 543 

Stricture, Cardiospasm resembling malignant, of cesopha- 
gus, 28; of gall-bladder, 434; Two cases of inflam- 
matory, of right ureter due to pelvic abscess following 
ureterotomy of left ureter, 479 

Stumps, Functional state of, in war patients amputated 
in 1914-1915, 346 

Subclavian, Ligature of innominate artery for cure of, 
aneurism, 262 

Submucous, Deviation of septum and, resection, 385 

Suboccipital puncture, 220 

Superfoetation, Case of, 373 

Suppurations, Chronic bone, 244 

Suppurative, Acute, destruction of 
epiphysis; so-called epiphysitis, 147 

Suprapubic, Benign hypertrophy of prostate and its 
treatment by, prostatectomy, 82; Results of, pros- 
tatectomy, 482; Systematic closure of, wound. in 
prostatectomy, 482; prostatectomy, 566 

Surgeon, Observations by junior, in France, 63 

Surgery, next door to front, 61, 62; Study of cardiac, 126; 
Infantile, 153; of X-ray lesions, 164; Conservative, 
of feet, 250; of nerve-trunks, 254; Urinary, of war, 
268; Use of nitrous oxide and oxygen with rebreathing 
in military, 268; Unsettled problems in, 356; Present 
methods in military, 364; Application of military, 
to civil practice, 460 

Surgical, post on firing line, 65; Mobile, unit, 164; Ex- 
perimental study of, shock, 356; Postoperative treat- 
ment of, cases, 403; Reports of Interallied, Conference 
for study of war wounds, 461; Recognition of, 
kidney, 478; notes from Western front during the 
summer fighting of 1917, 546 

Suture, Immediate, of nerves, 254; Primary, .of war 
wounds, 314; Tendon, 345; Treatment of gunshot 
wounds with solution of soap and water and primary, 
404; Color fixation of tissues and primary, 406; 
Primary, of craniocerebral gunshot wounds, 415 

a Thirty cases of complicated fractures primarily, 
13 

Sympathectomy, Results of peri-arterial, in treatment of 

* post-traumatic reflex nerve troubles of Babinski- 
Froment type, 55; Peri-arterial, and results, 258 


upper femoral 


Symptomatology of peptic ulcer, 428 

Synctioma malignum; review of literature and report of 
case, 66 

Syndrome, Traumatic lesions of hypophysis; 
genital, and diabetes insipidus, 226; 
pontine, 416 

Synostoses, Rebellious thoracic fistula due to, 26 

Synovitis, Right gonarothrotomy for purulent fibrinous, 
in woman 72 years of age; recovery, 41; Hypertrophic 
villous, of knee-joint, 438 

Syphilis, Bruck’s serochemical test for, report of 400 cases 
compared with Wassermann reaction, 53; of joints, 
136; of bladder, 180; in etiology of gastric and duod- 
enal ulcer, 237; Acquired, of pancreas, 242; and 
malignancy, 453; Skeletal radiography as aid to 
diagnosis of obscure, 458; and the war, 544; as 
cause of stillbirths; analysis of 48 stillbirths occurring 
in 1,500 obstetric cases at University of Michigan 
Maternity Hospital, 555 

Syphilitic joint disease simulating tuberculosis, 528 


adipose- 
Interesting 


"TABS: Coincident pregnancy and, dorsalis, 73; Pro- 

static hypertrophy with, 82 

Talipes equinovarus, 252 

Technique, Abdominal cesarean section; indications, 70; 
for radical cautery in breast cancer, 123; Simplified, 
in laminectomy with description of combined laminec- 
tomy and spine fixation by bone transplant, 150; 
Uniform standardization of roentgenographic, 163; 
Modifications in operative, for acute mastoiditis, 284; 
New, for radical treatment of umbilical hernia in the 
adult, 328; of cesarean section, 372; Carcinoma of 
rectum; incision; transplantation of sigmoid into 
perineum, of operation, 433; Modified Wassermann, 
based on rapid fixation of complement present in 
human serum, 454 

Temperature as valuable guide to diagnosis; prognosis 
and surgical treatment in craniocerebral trauma- 
tisms, 118 

Tendo- and neuroplasty, 251 

Tendon, Cavernous angioma of, of abdominal superior 
oblique muscle, 29; transplantation for relief of 
paralysis following anterior poliomyelitis, 148; 
suture, 345; New method of tubulizing, when used 
as free transplant, 345; operations for gunshot 
injuries of hand, 345; Reconstruction of synovial, 
sheaths by grafts of internal saphenous vein, 443 

Teratoma, Pulmonary, 424 

Terminalis, Peripheral distribution of nervus, in infant, 356 

Testicle, Tumor in ectopic, 481; Large sarcoma of, 566 

Tests, Equilibrium, for aviation recruits, 63; for estimat- 
ing functional efficiency of kidneys, 80; Results 
obtained with phenolsulphonephthalein, in functional 
diagnosis of kidney diseases, 178; Complement fixa- 
tion, for tuberculosis, 357; Practical value of comple- 
ment fixation, for gonorrhoea, 540; Some observa- 
tions on B4rdny, as applied to aviators, 570 

Tetanus, and serotherapy, 52; Recurrent, of war wounds, 


457 

Tetany and parathyroid glands, 539 

Therapy, New type of rotary mesh filter in deep roentgen, 
with special reference to vesical neoplasms, 266 

Thigh, Early treatment of gunshot fractures of, 40; 
stump extension splint, 508 

Thomas, Adaptation of, and Jones splints to obtain fixa- 
tion of arm in abducted position while patient is 
ambulatory, 116 

Thoracic, Treatment of penetrating, wounds, 422; Re- 
bellious, fistula due to synostoses, 26; X-ray in, war 
surgery, 263; Traumatic injuries to, duct, 324 
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Thoracotomy, Immediate, for thoraco-abdominal wounds, 

124 

Thorax, Empyema of, 124; Wounds of, in war, 516 

Throat, Clinical lecture on some nose and, diseases of 
childhood, 185; Causes of cancer of, 186 

Thrombo-angiitis, Réle of minor surgical procedures in 
development of, obliterans, 529 

Thrombosis, Lateral sinus, 316; Treatment of, 455 

Thymus, Clinical symptoms and treatment of hypertrophy 
of, gland, 26; Transplantation of, in rabbits; relation 
of thymus to sexual maturity, 162; Adult, and its 
two types of dysfunction, 230 

Thyroid, Oration in surgery; observations on, 24; Car- 
cinoma of lateral aberrant, 320 

Tibia, Transplantation of, for nasal deformity, 286 

Tibiotarsal, Value of total, resection in fractures of lower 
part of leg, 250 

Tissues, Color fixation of, and suture, 406; Effect of pan- 
createctomy on catalase content of, 436; Solvent 
action of antiseptics on necrotic, 505 

Toe, Hammer-, 146 

Tongue, Tuberculoma of, 187; Case of primary tubercular 
ulcer of, 287 

Tonsillar, Systemic conditions as result of, infections, 


45 

Tonsillectomy, Control of bleeding in, 186; indications 
and observations on operation, 287; Tension in 
normal eyes before and after, 483 

Tonsils, Susceptibility to infection manifested by remains 
of incompletely ‘removed, 87; Probable cause of 
fatalities at, adenoid operation, 286 : 

Torsion and inflammation of appendices epiploice, 130 

Tourniquet, Pneumatic, for amputations and other pur- 
poses, 117 

Toxzemia, Symptoms, prophylaxis and treatment of, of 
pregnancy, 371; Intestinal, of high obstruction, 524; 
of pregnancy, 552 

Toxic phenomena in peritonitis and shock, 426 

Trachea, Rupture of left bronchus from, 26 

Tracheal displacement and compression in intrathoracic 
disease, 230 

Transfusion, Hematologic indications for immediate, fol- 
lowing injury, 157; Treatment of secondary anemia 
in infants by blood, 157; Post-, reactions, 260; 
Selection of donor for, 260; and injection of blood in 
various diseases of infancy and childhood, 261; 
Treatment of staphylococcus septicemia by, of 
immune blood, 261; New cases of, of citrated blood, 
261; Treatment of pernicious anemia especially by, 
and splenectomy, 357; Results of blood, in war sur- 
gery, 358; ‘Treatment of secondary anemia in 
infants by blood, 454; Simple and rapid method for 
selection of suitable donors for, by determination of 
blood groups, 455; and unmodified blood, 356; 
Blood, in emergency surgery; sodium citrate; indi- 
rect method, 542; of blood by direct method with 
observations covering an experience with over 40 
transfusion operations, 542 

Transplantation, Depressed nasal deformities corrected 
by bone, 21; Methods and results of, of bone in repair 
of defects caused by injury or disease, 143; Tendon, 
for relief of paralysis following anterior poliomyelitis, 
148; of thymus in rabbits; relation of thymus to 
sexual maturity, 162; of tibia for nasal deformity, 286; 
Studies in, of whole organs; autotransplant of left 
kidney to neck with right nephrectomy in dog, 544 

Transplants, of strips of striated muscle, 42; New method 
of tubulizing tendon when used as free, 345 

Transudates, Chemistry of, and exudates with their non- 
protein nitrogenous constituents, 540 
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Trauma, Osseous neoformation consecutive to multiple 
and repeated contusive, 245; Birth, 375; Aids in 
treatment of head, 410 

Traumatisms, Temperature as valuable guide to diagno- 
sis, prognosis and surgical treatment in craniocere- 
bral, 118 

Trench, Treatment of, foot and allied conditions by Bier’s 
method of passive hyperemia, 145; Eye changes in, 
nephritis, 569 

Trepanation in cases of gunshot injury of cranial vault, 
119; End-results of, for war injuries, 318 

Tubal, Double recurrent and bilateral, pregnancies; 
analysis of 89 cases reported and 3 unpublished 

rsonal cases, 471 

Tube, Unilateral defects of, and ovary; study in prenatal 
pathology, 470 

Tubercle, Significance of ureteral, bacilluria, 81 

Tubercular, Case of primary, ulcer of tongue, 287 

Tuberculoma of tongue, 187 

Tuberculomata of dura mater, 224 

Tuberculosis, Differential diagnosis of abdominal, 36; 
Degeneration of leucocytes in urine as diagnostic aid 
in, of, urinary tract in women, 81; Operative treat- 
ment of, of knee-joint in adults, 141; Treatment of, 
.of spine, 148; Chronic renal, 176; Experiences in 
operative treatment of, 231; of stomach; with 
report of case of multiple tuberculous ulcers, 236; 
Complement fixation test for, 357; of appendix, 431; 
Three unusual cases of renal, 477; Acute, polycythe- 
mia with enlarged spleen; Vaquez’s disease, 527; 
Syphilitic joint disease simulating, 528; Pregnancy 
and pulmonary, with report of 103 cases, 553; Preg- 
nancy in, of lungs, 554; Preliminary report of study 
of genito-urinary tract in 600 cases of nalinaaa, 567; 
of kidney, 560 

Tuberculous, peritonitis, 29, 30; Roentgenotherapy of 
peripheral, adenopathy, 59; Bone graft in, disease of 
spine, 350; Non-, infections of kidney, 560 

Tubes, Conservative surgery of fallopian, 168 

Tubo-ovarian infection, 272 

Tumors, Modern treatment of bladder, 82; Benign, of 
breast, chronic inflammations and carcinoma, 123; 
Splenectomy exerts no appreciable influence upon 
immunity against transplanted, 133; Infundibular 
syndrome in, of third ventricle, 225; Roentgen ray 
in diagnosis of pneumonia, pleural diseases, and 
pulmonary, 264; Results of treatment of bladder, 279; 
Fibroid, of vulva, 368; of bladder, 378; So-called 
mixed, of salivary glands, 418; Clinical and anatomo- 
pathological note on rare uterine, 468; in ectopic 
testicle, 481; Ocular symptoms of brain, 511; An 
intramedullar, successfully removed, 511; Treatment 
of hypophyseal, 513; Histological study on heter- 
ologous, grafts, 537; of kidneys, 558 

Tunica, Rupture of, vaginalis in hydrocele, 181 

Twilight sleep in childbirth, 374, 473 

Tyramin as adjunct to morphine in labor, 75 


: [ices Causes of recurrent symptoms after operation 


for gastric and duodenal, 31; Perforated gastric and 
duodenal, 31, 129; Roentgen diagnosis of concurrent 
gastric and duodenal, 236; Tuberculosis of stomach 
with report of case of multiple tuberculous, 236; 
Syphilis in etiology of gastric and duodenal, 237; 
Primary tubercular, of tongue, 287; X-ray in peptic, 
330; Peptic, 330, 428; Gastric and duodenal, Seas 
surgical point of view, 428; Blood in stools in duod- 
enal, 430; Helpful diagnostic sign in ruptured 
digestive, 523; Rare type of bladder, further notes 
with report of 18 cases, 564 
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Ulnar, Redisposition of, nerve, 448 

Umbilical, New technique for radical treatment of, hernia 
in adult, 328 

Umbilicus, Carcinoma of, 30 

Union, Primary and secondary, of war wounds, 405 

Unit, Mobile surgical, 164 

United States, Medical service in, army, 460 

Urachus, Case of patent, with abscess complicating hyper- 
trophied prostate, 565 

Urea, Ratio between, content of urine and of blood after 
administration of large quantities of urea, 376 

Ureter, Diagnosis of surgical lesions of kidney and, 79; 
Gunshot wounds of kidney and, as seen at base, 177; 
Obstruction of, 378; Two cases of inflammatory 
stricture of right, due to pelvic abscess following 
ureterotomy of left ureter, 479 


Ureteral, Spontaneous closure of, fistula consecutive to’ 


gynecological interventions, 68; Significance of, tu- 
bercle bacilluria, 81; calculus; removal by intra- 
ureteral injections of oil, 178; Renal and, conditions 
in women, 460 

Ureteric, Caution in surgery of suspected renal and, 
calculus, 77 

Ureterocystostomy, Obstetrical vesicovaginal fistula and 
ureterovaginal fistula; radical treatment by, 368 . 

Urethra, Unusual affections involving deep, and bladder, 
82; Diagnosis and treatment of pathological condi- 
tions in anterior, through urethroscope, 566 

Urethral, Autoplastic reconstruction of large, loss of sub- 
stance and of extensive wound of penis with partial 
destruction of glans, 379; Treatment of bladder and, 
wounds and kidney and ureter wounds at front and 
at base, 480 

Urethrorectal, Operative treatment of, fistula; method of 
radical cure, 280 

Urethroscope, Diagnosis and treatment of pathological 
conditions in anterior urethra through the, 566 

Urethrovesical, Traumatic dislocation of pubic symphysis 
with important diastases without, lesions, 343 

Urinary, Stones in, tract, 77; Mechanical aids in diagno- 
sis of upper, tract, 182; surgery of war, 268; Clinical 
diagnosis of lithiasis of upper, tract, 277; Carcinoma 
of prostate; improved technique for radical excision 
with preservation of, control, 281; Roentgenographic 
examinations of, tract, 376; Dumb-bell stone in 
diverticulum of, bladder, 479; Ascending, infec- 
tions, 561; Diagnosis of, lithiasis, 567 

Urination, Etiology and treatment of frequency of, in 
women, 170 

Urine, Degeneration of leucocytes in, as diagnostic aid in 
tuberculosis of urinary tract in women, 81; Biochemi- 
cal investigations on blood and, their bearing on ex- 
perimental and clinical medicine, 257; Ratio between 
urea content of, and of blood after administration of 
large quantities of urea, 376; Prognostic reaction of, 


452 

Urological diagnosis in general practice, 176 

Uteri, Sarcoma of corpus, 66; Histologic study of 50, 
removed at cesarean section, 274; Prolapsus, and 
treatment, 469; Fibrosis, 548 

Uterine, Control of, hemorrhage, 66; Treatment of, rup- 
tures during labor by Boreo method, 74; Clinical 
observations on, carcinoma treated by radium, 264; 
fibroids; their diagnosis, complications, and treat- 
ment, 366; Cystocele, prolapse, retroflexion and 
rectocele repaired by plastic operation upon broad 
ligaments and vagina; fixation of round ligaments and 
advancement of anterior vaginal wall; perineorrhaphy, 
369; fibroids with reference to tendency to become 
sarcomatous, 468; myomata, 468; Results of radium 


application in, cancer, 468; Clinical and anatomo- 
pathological note on rare, tumor, 468; rupture 
following anterior hysterotomy, 469; crying, 555 

Uterus, New operation for prolapse of, 167; Causes and 
surgical aspect of rupture of, during labor, 275; 
Development and periection of interposition opera- 
tion for prolapse of, and bladder, 367; Czasarean 
section complicated by rupture of, 372; Simple opera- 
tion for retroversion of, 469; Should, be removed 
when it becomes imperative to interrupt pregnancy, 
554 


VACCINES, Prophylactic use of, in one war, 156 
Vacuum, Aspiration or, suction apparatus, 315 

Czsarean section for congenital partial occlusion 
of, 70 

Vaginalis, Rupture of tunica, in hydrocele, 181 

Vaquez’s, Acute tuberculosis; polycythemia with en- 
larged spleen, disease, 527 

Varicose veins of leg, 158 

Vascular, Treatment of, wounds at front, 54, 55; Wide 
exposure of, trunks in buttock region, 457 

Veins, Varicose, ‘of leg, 158; Ligation or excision of pelvic, . 
in treatment of puerperal pyemia, 169; Reconstruc- 
tion of synovial tendon sheaths by grafts of internal’ 
saphenous, 443 

Ventricle, Infundibular syndrome in case of tumor of 
third, 225; Extraction of fragment of shell from 
anterior wall of right, 232 

Version with report of 200 additional cases since Septem- 
ber, 1916, 555 

Vertebre, Contribution to defects in differentiation of, 
especially of fifth lumbar, 536 

Vertebral, Hydatid cyst of, column, 149 

Verumontanum with s cial reference to sinus pocularis; 
its anatomy, histology, and physiology, 380 

Vesical neoplasm, 81; cies, 178; New type of rotary 
mesh filter in deep roentgen therapy with reference 
to, neoplasms, 266; Large, calculus, 280; diverticu- 
lum with remarks on operative technique, 379; 
orifice following perineal prostatectomy, 380 

Vesicovaginal fistula and calculous cystitis, 68 

Vesiculitis, Surgical treatment of seminal, 181 

Vessels, Dry wounds of large, 258; Experimental regional 
obliteration of cerebral, 320 

Visceral, Intra-, and intra- abdominal pressure, 37 

Viscosity of blood in experimental anemia, 1 

Vision, Total loss of, in one eye and partial loss in the other 
completely relieved by sellar decompression opera- 
tion, 222; Aneurism of internal carotid artery and 
its effect upon, 283 

Vitreous, Fragments of bony tissue in, body, 85 

Vitro, Cultivation in, of spindle-celled sarcomata, 451 

Volkmann’s, Contribution to, contracture, 443 

Vulva, Fibroid tumors of, 368 

Vulvovaginal, Intense, pruritis treated by resection of 
perineal nerves, 369 


W328: Dichloramin-T in treatment of wounds of, 19; 
injuries of jaws, 21; Shock; condition as seen in, 
surgery, 48; What European, has taught in treat- 
ment of wounds, 111; Facial paralysis consecutive 
to, wounds, 117; Lumbar puncture in, surgery, 121; 
Fistulous osteitis consecutive to, wounds, 137; Trau- 
matic resection of hip for, wounds, 139; Arthrotomy 
of knee in, surgery; with special reference to new 
method, 140; Equinism consecutive to, wounds, 143; 
Prophylactic use of vaccines in great, 156; Place of 
orthopedic surgery in, 165; Wounds of eye in, 183; 
Treatment of infected, especially, wounds, 215; 
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Treatment of recently inflicted, wounds with flavine, 
216; Treatment of, wounds of soft parts, 221; Peri- 
toneum in, surgery, 233; Abdominal wounds in, 243; 
Decalcification consecutive to, traumatisms, 244; 
Wounds of foot and instep by, projectiles, 249; Use 
of liquid paraffin in treatment of, wounds, 255; 
Gravity of arterial lesions of lower limb in, wounds, 
259; X-ray in thoracic, surgery; special reference to 
localization and extraction of foreign bodies, 263; 
Functional results in, articular resections from 
1914-1916, 267; Disabilities of, 267; Employment 
of adrenalin serum in, surgery, 267; Urinary surgery 
of, 268; injuries of ear, 284; Primary suture of, 
wounds, 314; Cranial gunshot wounds in, surgery, 
317; End-results of trepanations for, injuries, 318; 
Appendicitis in, 334; Functional state of stumps in, 
patients amputated in 1914-1915, 346; Results of 
blood transfusion in, surgery, 358; Primary and 
secondary union of, wounds, 405; wounds of head, 
409; wounds of lung, 423; Orthopedic and functional 
results of conservative operations in, wounds of knee, 
438; Recurrent tetanus of, wounds, 457; Some ac- 
complishments of Italian medical men in, 460; Some 
aspects of treatment of infected, wounds, 464; 
amenorrhoea in Germany due to denutrition, 469; 
Treatment of infected suppurating wounds, 507; 
Treatment of, wounds of limbs in territorial hospital, 
507; surgery of chest, 514; Wounds of thorax in, 516; 
injuries of lung, 519; wounds of spleen, 527; Osteo- 
synthesis in, surgery, 533; Progress of cicatrization 
of, wounds, 538; Syphilis and, 544; Closure of, 
wounds in base hospitals, 545; Lessons taught by, 
in treatment of gunshot injuries, 546; hospitals in 
United States, 546; Proper organization of medical 
rofession of nation at, 547 

Wartare, Treatment of fractures in, 531; Treatment of 
wounds of knee-joint from projectiles in, 532 

Wassermann, Bruck’s serochemical test for syphilis; 
report of 400 cases compared with, reaction, 53; 
More delicate, reaction depending on use of increased 
quantities of blood serum, 154; Modified, technique 
based on rapid fixation of complement present in 
human serum, 454 

Wertheim, Pregnancy at term after the Schauta-, opera- 
tion, 74 

Wounded, Traumatic obliteration of limb arteries; 
nervous ischemia in, 262; Treatment of untrans- 
portable, in state of shock, 451; Shock in severely, 539 

Wounds of chest, Results of treatment of, 25; Early treat- 
ment of septic pleural effusions consecutive to, 26; 
Treatment of penetrating, at the front, 126; Surgical 
treatment of severe penetrating, in casualty clearing 
station, 228; Later history of cases of gunshot, with 
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